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THE 


! COMMERCIAL UNION-OCEAN GROUP 


Hnnounces 
EFFECTIVE JANUARY 1, 1945 


| the ppointment of 


: ASSOCIATED AVIATION UNDERWRITERS 
as the flviation Department for all of its Companies. 


The Associated Aviation Underwriters is a pioneer aviation insurance organi- 
zation, established in 1929, comprised of fifty strong, stock Fire, Marine and 
| Casualty companies. It was formed and is conducted solely for writing all 
forms of insurance in which the aviation hazard is present. 


The Home Office of Associated Aviation Underwriters is located at: 
90 John Street, New York 7, N.Y. 


Branch Offices are maintained at: 


175 West Jackson Boulevard Chicago 4, Illinois 
215 West Seventh Street Los Angeles 14, California 
Magnolia Building . Dallas 1, Texas 


Our objective in appointing this experienced organization of aviation insurance 
experts, already well known and highly regarded in the aviation world, is to 
round out our present insurance lines with aviation facilities of the same high 
character. 


Companies of the Commercial Union - Ocean Group 





Commercial Union Assurance Company Ltd. The Ocean Accident and Guarantee Corp., Ltd. 
American Central Insurance Company The British General Insurance Company Ltd. 
The Commercial Union Fire Insurance Company The Palatine Insurance Company Ltd. 


The California Insurance Company Union Assurance Society Ltd. 
Columbia Casualty Company 


Commercial Union-Ocean Group « Head Office, One Park Avenue, New York 16, N.Y. 
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Take a good look at this photograph of our boys under fire on Saipan. Fight- ) oh ey 
ing their way to Tokio—island by island, foot by foot. All risk their lives and their Po 
future — Why? So that you can sit back and take it easy? | various 
NOT BY A LONG SHOT! They expect you to back them to the limit —To 
. buy more bonds and to see that war equipment and supplies reach them in time. 
CAN YOU TELL THE MARINES THAT YOU'LL NEVER LET THEM DOWN? 
Firemen's Insurance Com any of Newark,N. J. Milwaukee Mechanics’ Insurance Company 
The Girard Fire & Marine Insurance Company Royal Plate Glass & Genaal in. Co. of Canada 
National-Ben Frnkn Fire Insurance Company The Metropolitan Cowal Insurance Co.of N.Y. 
The Concordia Fire Insurance Co. of Milwaukee Commercial Casualty Insurance Company 
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Hubbard Retires 


as Hanover Head: 


Sammons President 


New Chief 42 Years 
with Company; Hubbard 
Returns to Florida 


NEW YORK—After six highly suc- 
cessful years at the helm, Fred A. Hub- 
bard is retiring as president of Hanover 
and Fulton Fire. The directors this week 
acceded to his request to be relieved of 
executive responsibility and they elected 
Vice-president F. Elmer Sammons to 
succeed him. At the same time Vice- 





FRED A. HUBBARD 


president Ben S. McKeel was elected 
to the board. Mr. Hubbard will continue 
to be a director. 

Mr. Hubbard plans to live at Fort 
Myers, Fla., where he has a home and 
various personal interests. His retire- 


F. ELMER SAMMONS 


ment closes a long insurance career. He 
is one of the few insurance men who 
have twice retired from active business, 
the first time having been in 1923. He 
is regarded not only as an able adminis- 
trator but a brilliant underwriter, gifted 
(CONTINUED ON PAGE 14) 





Watch for New 
Manpower Laws 


Insurance people are interested in the 
exact form that legislation takes in giv- 
ing effect to President Roosevelt’s rec- 
ommendation for a national war service 
act. For the past several months since 
the drafting of men over age 26 was 
virtually ended the personnel situation 
in insurance offices and in the field has 
become stabilized so far as the men are 
concerned and also a considerable num- 
ber of discharged veterans have been 
returning to insurance positions. 

Impressment into some sort of war 
service of the younger 4F’s would 
probably cause little disturbance in the 
insurance field but if the program calls 
for 4F’s in their 30s and men with 
families in that age group to leave in- 
surance for direct war service the prob- 
lem of adjustment will be very difficult 
and if it should go further than that and 
consist of a labor draft of men up to 
45 the insurance business will be struck 
a staggering blow. Some companies 
report that a few 4F’s have left for war 
jobs in the past few days and that 2A’s 
have been reclassified. 

Many insurance offices are able to op- 
erate satisfactorily today with the short- 
age, poor quality and rapid turnover of 
female clerical help only because there 
is a skeleton force of seasoned men in 
supervisory positions. To remove a 
large number of these men at this time 
would put a backbreaking burden on the 
more elderly insurance executives. 

Increasing pressure has been put by 
war manpower commission interviewers 
on those seeking clearance for insurance 
employment to persuade them to go into 
war factories and such pressure will 
now undoubtedly be greatly increased. 
The WMC hurdle might become so 
formidable that insurance men might be 
deterred from switching jobs. 

The attitude of most insurance em- 
ployers is to wait and see the form of 
legislation that is actually enacted rather 
than to try to apprehend the conse- 
quences of the general outline that is 
contained in the President’s message. 


Central Surety in 
Inland Marine with 
Burr in Charge 


KANSAS CIT Y—Central Surety Fire, 
affiliate of Central Surety, this month is 


starting active development of inland 
marine business, including the personal 
property floater, jewelry, fur and fine 


arts floaters and kindred lines. Included 
in the program will be an intensive so- 
licitation of all risk, money and securi- 
ties insurance and allied coverage han- 
dled in the burglary department of Cen- 
tral Surety. 

C. B. Burr will be in charge of inland 
marine development and will have the 
title of special representative. Mr. Burr 
has had 32 years in the fire and marine 
field. He originally operated a local 
agency at Dodge City, Kans., before 
entering service in the last year. After 
the war he joined American of Newark, 
and then went with Westchester Fire 
as field man in Kansas and Michigan for 
12 years. In 1933 he joined the Eagle 
Star as state agent in Missouri, Kansas 
and Oklahoma, which position he held 
until the recent withdrawal of that 
company from fire and allied lines. 


Montana Legislative Setup 

Three prominent local agents have 
been elected to official positions in the 
Montana legislature. Ralph C. Bricker, 
Great Falls, is majority floor leader; 
George W. O’Connor, Fromberg, is 
speaker of the house and, Frank Hazel- 
baker, speaker pro tem: 


Walinder Again 
Heads Farm Group 


Recommends Continued 
Efforts to Improve 
Coverages and Service 


The Farm Underwriters Association 
at its annual meeting in Chicago re- 
elected Bert R. Walinder, farm and 
hail department manager of America 
Fore, president; M. E. Peterson, secre- 
tary of Springfield 
Fire & Marine, 
a -president, and 

. H. Born, West- 
ern Underwriters 
Association, secre- 
tary. 

W hile underwrit- 
ing profit in 1944 
was not as great 
percentagewise as 
in a few recent 
years, experience 
was __ satisfactory, 
Mr. Walinder com- 
mented in his an- B. 
nual report. There 
has been a steady, healthy growth in the 
past four years in volume of premiums, 
he said. 

There is, he said, a growing demand 
for a reporting form of policy. Others 
would like to have all items of personal 
property with the exception of house- 
hold goods blanketed. There are diffi- 
culties, however, he said. 


Detail Is Considerable 


Of the two suggestions, the reporting 
plan is probably the most acceptable 
because there is a reasonable chance of 
getting insurance close to value. The 


R. Walinder 


amount of work entailed in handling a °‘ 


policy of this kind is considerable and 
its use undoubtedly will be restricted to 
larger risks. 

There are dangers in the blanket pol- 
icy, and he expressed doubt that it 
could be written at present rate levels. 
He suggested that blanket insurance 
should not be permissible on farm prop- 
erty, with the possible exception of con- 
tents of a specified building when the 
items therein are not enumerated. 

He pointed out that it is not always 
easy to decide that an innovation or an 
idea will be of benefit to assured or 
insurer. Even fire prevention has its 
difficulties. It has been preached for 
years without too much success. Women 
persist in cleaning clothes with naphtha, 
hurrying the fires along with coal oil, 
and men are careless about the condi- 
tion of roofs and chimneys and the 
handling of motor fuel. Given the hu- 
man element, which cannot be eliminat- 
ed, the insurers will have to look to the 
laboratories and the scientists to develop 
improved safeguards. 


Repair Bills Up 25-40% 


The loss experience in windstorm is 
not particularly surprising, he com- 
mented. So long as the insurance com- 
pany continues to collect the same num- 
ber of premium dollars on a given risk 
as it did when repair bills were from 
25 to 40% less, the high loss ratio is 
inevitable. One solution would be to 
give full recognition to present day 
building costs, but there are those who 
hesitate to take such action because the 
present price level may be of a transi- 
tory nature, and a change now might 
lead to more serious difficulties later 
on. It might be well, he said, to remem- 
ber the years when building costs were 
low and when tornado experience helped 
save the day for many of the com- 
panies. 

(CONTINUED ON PAGE 19) 





FDR Endorses 
O'Mahoney Measure; 
Moratorium to ‘46 


Says Agreed Rates 
Must Be Affirmatively 
Approved by States 


WASHINGTON—The federal insur- 
ance legislative cauldron is “ceoking” 
again, with these developments: 

1. Senator O’Mahoney has reintro- 
duced with minor changes, for himself 
and Senator Hatch, New Mexico, the 
substitute they proposed late in the last 
session of Congress for the Walter bill 
to exempt insurance from the anti-trust 
laws. 

_2. President Roosevelt has written 
Senator Radcliffe, Maryland, who is €x- 
ecutive vice-president of Fidelity & De- 
posit, that he “would favor legislation of 
this general character.” The president 
states that his administration “is not 
sponsoring federal legislation to regulate 
insurance” or interfere with state regu- 
lation or taxation. He asserts, however, 

“there is no valid reason for giving spe- 
cial exemption to insurance” and that 
the anti-trust laws “prohibit private rate 
fixing arrangements between insurance 
companies and acts of boycott, coercion 
or intimidation.” The anti-trust laws, 
however, “do not conflict with affirma- 
tive regulation of insurance by the 
states,” the President adds. 


Insurance People in City 


3. Representatives of various branches 
of the insurance industry gathered here 
this week to survey the situation and de- 
termine upon a program, if possible. 
They included Newell Johnson of Min- 
nesota, president National Association 
of Insurance Commissioners; and Com- 
missioner Harrington, Massachusetts, 
chairman 2 sae oe on fed- 
eral legislation; E Williams and At- 
torney Heiner, be 3 i stock fire group; 
Ray Murphy, general counsel Associa- 
tion of Casualty & Surety Executives; 
W. Ray Thomas, Pittsburgh, president 
National Association of Insurance 
Agents; A. V. Gruhn, manager American 
Mutual Alliance; Robert L. Hogg, man- 
ager American Life Convention, and 
others. 

Superintendent Scheufler of Missouri, 
chairman N.A.I.C. executive commit- 
tee, was expected. 


Changes in O’Mahoney Bill 


The revised O’Mahoney-Hatch bill is 
essentially similar to what they offered 
last month, except that the new meas- 
ure provides after March 1, 1946 for 
state approval of rate agreements and 
other agreements which it is proposed 
to exempt from the anti-trust laws. 

This provision is contained in a new 
section 4-B of the O’Mahoney-Hatch 
bill, reading: 

“On and after March 1, 1946, the pro- 
visions of said Sherman act shall not 
apply to any agreement or concerted 
or cooperative action between two or 
more insurance companies for making, 
establishing or using rates for insur- 
ance, rating methods, premiums, insur- 
ance policy or bond forms or under- 
writing rules, if, pursuant to the laws 
of the state in which they are to be 
used, such rates, rating methods, premi- 
ums, forms or rules have been filed 
with and, prior to their application or 

(CONTINUED ON PAGE 8) 
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Van Wert Insurer 
Cuts Dividends 


A reduction of five percentage points 
in dividends to policyholders on general 
fire and allied lines has been put into 
effect by Central Manufacturers Mutual 
applicable to policies expiring on or after 
March 1. The management took this 
action in view of the increase in losses 
and in costs of operation and in view of 
the possibilty that these costs may con- 
tinue to rise. Also, the imposition of 
federal income taxes on mutual com- 
panies commencing in 1942 and a de- 
cline in the rate of interest on invest- 
ments have had an effect. Hereafter the 
divided will be 20% as compared with 
25% in the past. In automobile, the 
dividend will be continued at 20% and 
in marine at 15%. 





E. C. Jameson’s Advances 
Are Converted Into Stock 


In satisfaction of the $750,000 that 
President Edward C. Jameson advanced 
to National Fire & Marine in 1942 and 
1943, he has accepted 15,000 shares of 
National F. & M. stock. At the same 
time the par value of the common 
shares was reduced from $38 to $23.50. 

Also, in order to maintain the capital 
stock at $1 million Mr. Jameson con- 
verted some of his preferred stock into 
common on the basis of two shares of 
common for each share of preferred. 


Composition of Capital 


The capital now consists of 34,324,528 
common shares, par $23.50, 1,007 6% 
preferred shares of $100 par and 926. 
736 444% preferred, $100 par. 

The interest charges on the advances 
were to have been $22,500 for 1945 and 
$30,000 thereafter. 

Mr. Jameson contributed $600,000 in 
1942 and $150,000 in 1943 because of an 
impairment of capital stock due to un- 
profitable underwriting results and in- 
adequate reserves. 





Stuyvesant Discontinues 
Participating Operations 


The 15% dividend to policyholders 
which has been paid by Stuyvesant since 
October, 1938, has been discontinued. 
That company suffered unprofitable un- 
derwriting results under its participating 
plan and it is believed the management 
decided to discontinue paying such divi- 
dends in the face of the probability of 
increased losses and rate reductions. 


Brooks Glass Acting 
Alabama Superintendent 


MONTGOMERY, ALA—Brooks 
Glass, formerly of Linden and Mobile, 
has been named acting Alabama super- 
intendent of insurance, suceeeding the 
late Frank N. Julian who filled the post 
many years. 

The appointment was announced by 


Addie Lee Farish, director of the de- 
partment of commerce. Glass joined fhe 
department in 1939 as an insurance ex- 


aminer, later being promoted to deputy 
superintendent. 





Menn Los Angeles President 


LOS ANGELES—The Insurance As- 
sociation of Los Angeles has elected 
William H. Menn, president and Robert 
J. White, vice-president. Directors in- 
clude Julian Ganz, Robert Cox, Vernon 
Bogey, Tom Ashbrook, Thomas Branch, 
Ira Brander, H. Everett Charlton, Juhn 
McCollum, Harry Perk, Jr. 


Add $400,000 to New Insurer 


American Casualty has contributed an 
additional $400,000 to its recently or- 
ganized affiliate, American Aviation & 
General. The capital of American A. & 
G. has been increased from $300,000 to 
$5500,000 and net surplus from $300,- 
000 to $500,000. 





Chicago Board Nominations for 1945 





JOHN A. NAGHTEN 

John A. Naghten, president of John 
Naghten & Co., class 1 agency at Chi- 
cago, was slated by the nominating 
committee of the Chicago Board for 
election as president at the annual 
meeting to be held in the board’s audi- 
torium Jan. 25. He has been the vice- 
president. L. P. Warren, Associated 
Agencies, was nominated for advance- 
ment from treasurer to vice-president. 














L. P. 


WARREN 


Other nominees are: Treasurer, L. D. 
Stitt, Starkweather & Shepley; mem- 
bers of the board, W. M. Sheldon, W. 
A. Alexander & Co., retiring president; 
A. W. Jenkisson, Northern Assurance, 
and T. L. Osborn, Osborn & Lange. 

Nominees for the patrol committee 
are James S. Goodwin, London Assur- 
aa, and Joseph J. Brummel, Brummel 

ros. 











A other Bowling 
Alley Is Total 
Loss to Insurers 


A total insurance loss of approxi- 
mately $168,000 will result from the fire 
which destroyed the Lawrence Bowl, 
1820 Lawrence avenue, Chicago, and 
which added one more to the list of dis- 
astrous fires which have plagued bowl- 
ing alleys in the last two years. Recrea- 
tion Enterprises, Inc., leased and oper- 
ated the premises and operated 32 alleys. 
This insured had $45,000 on contents 
and $50,000 on improvements and bet- 
terments, which included a_ cocktail 
lounge. A restaurant was operated on 
a concession basis. American National 
Bank as trustee insured the building 
for $55,000 plus $8,000 in rents cover. 
The estimate on the loss is practically 
total. Associated Agencies had the in- 
surance, 

Thomas F. Charlton, Western Adjust- 
ment, and Frank Krause, of Frank 
Erion’s office, are co-adjusters on the 
line. 

The fire started around 5 a. m., but 
the cause has not been determined. 


Tougher Attitude by Insurers 


While some companies have quit 
writing bowling alleys and others are 
cutting down their net retention on such 
risks, many are going no further than 
to insist that the pin-finishing room be 
separated from the alleys by a fire wall 
and be adequately vented, that no smok- 
ing be permitted in the room, and that 
the work be done by responsible em- 
ployes and not by youngsters hired off 
the street. 

The frequency of fires in bowling al- 
leys has increased to such an extent 
that city authorities are enforcing safety 
measures in several large cities. 
Boston Board Reelects 

F. J. Connors, Kaler, Carney, Liffler 


& Co., president, and other officers of 
the Boston board were reelected. 


Stowe’s Broadcast Extended 


Leland Stowe’s news commentary 
program sponsored by the National 
Board over the Blue Network every 


Saturday evening will be expanded to 
cover the entire network of 181 stations 
Jan. 20. During an experimental period 
of 26 weeks the program was restricted 
to 73 stations. 


Leonard G. Feyen Honored 


Leonard G. Feyen, associate Pacific 
Coast manager of the National of Hart- 
ford, who retired Jan. 1 after a long 
career with the group, was guest of 
honor at a special luncheon meeting of 
the Tillicums, synthetic Indian group 
composed of fire field men who traveled 
the Pacific Northwest prior to 1925. 

Charles A. Craft, Coast manager for 
Phoenix of London, delivered the prin- 
cipal address, paying Mr. Feyen tribute. 
H. P. Blanchard, long retired secretary 


of Fireman’s Fund and an early day: 


Tillicum traveler, reviewed history of 
the organization. Craig Owens, assist- 
ant Coast manager Atlas, who is big 
chief (Hyas-Tyee) of the organization, 
presided. This was the first meeting 
held by the “Indians” for several years. 
The group now plans to hold at least 
a luncheon annually. 





W. Julian Thomas, 57, member of the 
agency of Spratlin, Harrington & 
Thomas, Atlanta, died there after a long 
illness. He was for a number of years 
active in the Georgia Association of In- 
surance Agents, and served as its presi- 
dent. 

After an illness of one week, Gerald 
G. Garick, special agent for Glens Falls 
died at the Bryn Mawr Hospital, Bryn 
Mawr, Pa., Jan. 7. 

Mr. Carick, upon graduating from 
Williams College in 1920, went with 
Great American as a special agent; and 
he was with them until 1930, when he 
became insurance manager of the J. T. 
Jackson agency in Philadelphia. 

In 1932, he went with Glens Falls as 
a special agent, supervising eastern and 
southeastern New Jersey. 





Lawrence W. Zonsius, partner in the 
Conkling, Price & Webb agency, Chi- 
cago, has been notified that his 20-year- 
old son, L. W. Zonsius, Jr., is reported 
missing in action in Belgium as of Dec. 
18. 

W. J. Traynor, publicity director of 
North British & Mercantile, addressed a 
luncheon meeting of the Suburban New 
York Field Club. 


Question As to 
Coinsurance and 
Small Losses in N. J. 


NEWARK — Because of a recent 
opinion given by the chief form exami- 
ner of the New Jersey Schedule Rating 
Office, the impression has got around 
that the new average clause used with 
the new New Jersey standard fire policy 
bars companies from applying the coin- 
surance penalty on losses less than $10,- 
000 and also less than 5% of the amount 
insured. 

However, loss executives and adjust- 
ers say that this is not the case and they 
do not want agents and the public to get 
the idea that they need not worry about 
coinsurance where small losses are con- 
cerned. The clause provides that “in 
the event that the aggregate claim for 
any loss is both less than $10,000 and 
less than 5% of the total amount of in- 
surance on the property described herein 
at the time such loss occurs, no special 
inventory or appraisement of the un- 
damaged property shall be required.” 

At a recent meeting of the Passaic 
Couny Agents Association, Miss Belle 
Helmlinger, chief form examiner of the 
Schedule Rating Office, said that in her 
opinion this meant that the coinsurance 
penalty could not be invoked against in- 
sured where the loss was within the 
specified limits. She said that she be- 
lieved the reason for including this pro- 
vision was an intention to waive the ap- 
plication of the average clause when the 
aggregate claim for any loss was both 
less than $10,000 and less than 5% of the 
total amount of insurance. 

Loss men say, however, that the pur- 
pose of the provision was merely to 
spare the insured the expense of being 
required to make a special inventory or 
appraisal in the case of small losses. The 
cost of such an inventory would fre- 
quently exceed the amount of the loss. 
At the same time, they say that there is 
nothing in the clause to prevent the 
company, by appraisal or other means, 
from determining whether the insured 
was a coinsurer and if so applying the 
penalty. 

The Schedule Rating Office does not 
have authority to make interpretations 
of policies or forms which are binding 
on insurers. It is up to the company 
to interpret its contract and in the event 
the insured disagrees, the courts would 
have to decide. : 

Loss men hope that there will be no 
confusion as to the companies’ intent 
with regard to the average clause, which 
is the same as that used in New York 
and Massachusetts for years. The com- 
panies have never been in any doubt as 
to the right to apply the coinsurance 
penalty even though they could not force 
the insured to make a special inventory 
or appraisal. 





General Agency Is Retitled 


SAN FRANCISCO—The Finn, El- 
bow & Medcraft general agency has 
changed its name to Finn, Smith & 


Medcraft, with the retirement of G. A. 
Elbow and sale of his interests to C. J. 
Smith. Tom Finn, one of the original 
partners, has. been dead for a number 
of years. Mrs. Finn is said to retain an 
interest. Mr. Elbow will continue as a 
broker. Wyndham Medcraft is presi- 
dent and Mr. Smith, who is president 
of the American International Under- 
writers and chairman of the American 
International Marine Agency, San Fren- 
cisco, is board chairman. 





Leuenberger Joins Hyman Co. 
SAN FRANCISCO — Emil Leuen- 


berger, Jr., former production manager 
here for the Employers group, has 
joined the old brokerage firm of Harry 
H. Hyman Company as a general part- 
ner. The firm has been in the business 
for several generations in San Fran- 


cisco, having been established by the 
present principal’s grandfather 
early days of the city. 


in the 
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N. C. Rating Bill 
Is Introduced 


Covers All Lines— 
Designed by Commission 
Named by Governor 


RALEIGH—Following recommenda- 
tions of a special commission appointed 
by Governor Broughton to study the 
Situation, a bill has been drafted for 
presentation to the North Carolina leg- 
islature, now in session, which would 
create a state fire insurance rating bu- 
reau and provide for the regulation of 


casualty and miscellaneous insurance 
rates. 
The fire insurance rating bureau 


would have jurisdiction over all lines 
written by fire companies except ma- 
rine, inland marine, commercial aircraft, 


rolling stock of railroad corporations, 
| etc., and reinsurance. : 


There is provision for but one fire 


| insurance rating bureau to which all 











sat PIT 





companies must belong. It must be 
free from direction or control by any 
other bureau or association. 

_ At least one member of the govern- 
ing body shall be an official of a do- 
mestic cOmpany and a bona fide resi- 
dent of North Carolina. 


Subject to Approval 


Rules, regulations, constitution, by- 

laws, etc., are subject to approval by 
the insurance commissioner and they 
shall not discriminate against any type 
of insurer or prevent any insurer from 
paying dividends to policyholders. 
_ The cost shall be allocated accord- 
ing to premium income and there may 
be a minimum, annual charge of not 
more than $50 and an admission fee of 
not more than $50. 

Any rating schedule, forms or plans 
of operation that have been approved 
by the insurance commissioner and 
filed with the rating bureau shall be 
available for inspection by all members. 

The insurance department is empow- 
ered to examine the records of the bu- 
reau. Every risk specifically rated shall 
be rated upon schedule after inspection 
and a survey shall be filed in the rat- 
ing bureau office and made available to 
the insured. Every member shall file 
annually its schedule of premiums and 
losses. It is provided that the rates 
shall not unfairly discriminate between 
risks involving essentially the same con- 
struction and hazards and having sub- 
stantially the same degree of protec- 
tion. Every rating method, schedule, 
underwriting rule, by-law or regulation 
submitted to the insurance commission- 
er shall be deemed to be approved if not 
disapproved by him within 60 days. 
he commissioner is empowered to 
investigate and order a reduction of 
rates if the profits are excessive and to 
order an increase in rates if the rates 
are inadequate. He must give consider- 
ation to conflagration and catastrophe 
hazards, past and prospective loss ex- 
perience including loss trends and to 
the experience of the fire insurance busi- 
ness during a period of not less than 
five years. 

Provision for Deviation 


To deviate the insurer must file with 
both the rating bureau and the insur- 
ance commissioner. The deviation must 
be uniform. If approved by the com- 
missioner it shall remain in force for 
one year and may be renewed annually. 
A higher rate than that promulgated by 
the rating bureau on any specific risk 
may be charged with written consent of 
the insured and commissioner. 

Syndicates may negotiate with the 
commissioner and the rating bureau for 
approval of rates, forms and plans. 

here is a section pertaining to hearings 
and rehearings. The act would not ap- 
ply to farmers mutual fire insurers re- 
Stricting their operations to not more 
than three adjacent counties or to do- 
mestic insurance companies, associa- 

(CONTINUED ON PAGE 17) 


See Minneapolis 
Rule Changes, End 
of Boycott Suit 


MINNEAPOLIS — Indications _ this 
week point to a settlement out of court 
of the boycott and conspiracy action 
brought by Jack T. Miller, Minneapolis 
local agent, against the Western Under- 
writers Association, Minneapolis Under- 
writers Association and a group of fire 
companies. 

Settlement, it is understood, hinges 
on action by the Minneapolis Under- 
writers Association in making certain 
changes in its by-laws relative to trans- 
actions with non-board members and 
non-board companies. Russell Smith, 
attorney for Miller, said that the recent 
action of the W.U.A. in changing its 
rules, is satisfactory to his client and 
if the Minneapolis Underwriters Asso- 
ciation follows suit there will be little 
need for a trial of the case in federal 
court. 

W.U.A. and the 12 fire companies 
named in the suit have not yet filed 
their answers and have until Jan. 15 
to do so. However, there is, according 
to Attorney Smith, a good chance that 
the entire matter will be satisfactorily 
adjusted out of court before that date. 
The Minneapolis Underwriters Associa- 
tion filed its answer last fall, denying 
all of Miller’s charges. 


New Federal Crop 
Cover Analyzed 


The new federal crop insurance act 
provides for insuring in 1945 and there- 
after wheat, cotton and flax crops. The 
insurance shall cover not more than 
75% of the average yield of the com- 
modity on the insured farm “for a rep- 
resentative period.” 

There must be in any county writ- 
ten applications from at least 50 farms 
or one-third of the farms normally pro- 
ducing the commodities authorized to 
be insured except that insurance may 
be provided for farmers situated in a 
local area bordering on a county with 
a crop insurance program. The board 
may limit insurance in any county or 
area or on any farm on the basis of 
the insurance risk involved. 

Then, it is provided that the board 
may set up on an experimental basis 
insurance for any other agricultural 
commodity including timber and for- 
est. It is provided that in 1945 the in- 
surance shall be limited to corn and 
tobacco and to not more than three 
additional crops for each year there- 
after. 

Such insurance shall be for a period 
not more than three years and shall be 
limited to producers in not to exceed 
20 counties selected as representative 
and the insurance may cover not more 
than 75% of the investment in the crop. 

It is provided that after the crop 
year of 1949 not more than 25% of the 
premiums collected in the preceding 
year shall be used for administrative 
expenses in any current operating year. 
After the crop year of 1948 it is re- 
quired that premium reserves be set up 
of at least 10% of the premiums col- 
lected on each commodity. 

After the crop year of 1949 claims 
for a particular commodity shall be paid 
on a pro rata reduced basis if the total 
amount of accumulated claims for 
losses on any commodity for any year 
exceeds the premiums collected less the 
accumulated premium reserve with re- 
spect to such commodity. 


Hadley Opens Own Office 

W. A. Hadley has organized the firm 
of W. A. Hadley & Co., in Louisville 
to handle independent adjustments for 
the companies. Offices are in the 
Starks building. 

Mr. Hadley has had 16 years’ experi- 


ence with Western Adjustment. He 
will cover Kentucky and_ southern 
Indiana. 


Pearson to New 
Duties Jan. 15 as 
Ind. Commissioner 


John D. Pearson will succeed Frank 
J. Viehmann as insurance commissioner 
of Indiana Jan. 15. 
Mr. Pearson was 
born in Bedford, 
Ind., attended Wa- 
bash College and 
Indiana University, 
and for the past 
seven years has 





served as_ special 
agent of Glens 
Falls. 
Mr. Viehmann 
leaves the insur- 
ance department 
after having done 
one of the best J. D. Pearson 


jobs in its history. 

Like Mr. Pearson he went to the post 
with a good background of insurance 
experience, having been identified with 
the home office of German Fire of In- 
diana before its reinsurance by National 
Fire. He conducted a local agency in 
Indianapolis for some years. 


BAKES NAMED IN IDAHO 


Warren H. Bakes, who was insurance 
commissioner of Idaho 1930-1938, has 
again been appointed to that office. He 
succeeds Howard I. Cullimore. 


NO OHIO APPOINTMENT 


COLUMBUS—Frank J. Lausche of 
Cleveland was inaugurated as governor 
of Ohio Monday but up to this time no 
announcement has been made as to the 
appointment of a superintendent of in- 
surance. Several names have been men- 
tioned but all seemingly without author- 


ity. 
Publish Summary of the 


Insurance Case to Date 


U. S. F. & G. has published a pam- 
phlet that was prepared by John M. Mc- 
Fall, vice-president and chief attorney, 
entitled “The Insurance Case To Date.” 
This is a summary of events relating to 
the Supreme Court’s ruling that insur- 
ance transactions which stretch across 
state lines constitute ‘interstate com- 





erce. 

Mr. McFall has taken part in the de- 
liberations on the part of industry 
groups and the commissioners on the 
federal legislation problem and has con- 
tributed constructively to the discussion. 

This pamphlet sets forth in chron- 
ological order the events that have oc- 
curred since the Supreme Court decision 
in the S. E. U. A. case, ending with a 
comparison of the federal legislative pro- 
gram that was agreed to by all elements 
of the insurance business and the com- 
missioners, and the O’Mahoney-Hatch 
bill which has now received the blessing 
of President Roosevelt. 





Seabury to C.E.D. Post 


Charles W. Seabury, chairman of 
Marsh & McLennan, has been ap- 
pointed a member of the finance com- 
mittee of the Committee for Economic 
Development. His main task will be to 
raise funds for the maintenance of 
C.E.D. among the insurance production 


forces. The National Association of 
Insurance Agents has been asked to 
name a representative to collaborate 


with Mr. Seabupy. 





Lt. Comm. William D. Gorton of 
Lakewood, O., went on inactive duty 
Jan. 15, and has resumed his association 
with Lenihan & Co., Cleveland agency. 
He has been stationed in New Orleans 
for 18 months in connection with con- 
struction and trial runs of minesweepers. 

Howard Campbell, manager of the 
special service department of Kansas 
City Fire & Marine and special agent 
of- Hartford Fire, has received word of 
the promotion of his son, James W. 


k Riot, 
Vandalism Rate Cut 


Form Changes Also 
Expected, Sprinkler Group 
Meets with Producers 


NEW YORK—The Explosion Con- 
ference has reduced riot and malicious 
mischief physical damage rates on 
properties written through the Factory 
Insurance Association and other chan- 
nels for superior rated risks, retroactive 
to Jan. 1. The reduction applies to the 
two endorsements used with supplemen- 
tal contracts 3 and 3C, used on these 
risks. 

The rate for form A, which covers 
physical damage from riot and civil 
commotion, is cut from 1 cent to four 
tenths of a cent. Form B, covering 
vandalism and malicious mischief in ad- 
dition to riot and civil commotion phy- 
sical damage, is reduced from 3 cents 
to 1.6 cents. Both these rates apply 
where at least 80% coinsurance is in- 
volved. Proportionate reductions have 
been made when lower coinsurance re- 
quirements are in force. 

This reduction has been expected for 
some time, since malicious damage rates 
on other properties were cut during the 
year and the factory mutuals reduced 
their charges recently. Experience has 
been much better than expected at the 
beginning of the war. 

Supplemental contract 3C, to which 
these endorsements may be attached, 
extends the fire policy to cover explo- 
sion (except that caused by pressure 
containers), aircraft damage, motor ve- 
hicle damage, smoke damage and fire 
or sprinkler leakage caused by riot and 
civil commotion. Supplemental con- 
tract 3 covers the same perils and also, 
under other sections, leakage from fire 
protective equipment and windstorm 
and hail. 

It is expected that these supplemental 
contracts will be revised soon, probably 
bringing the explosion coverage more 
in line with the protection of the new 
simple explosion policy and 1944 ex- 
tended coverage endorse.nent for ordi- 
nary risks. The factory mutuals re- 
cently extended their explosion coverage 
along these lines. 

The Sprinkler Leakage Conference is 
holding a meeting this week here with 
committees of the National Association 
of Insurance Agents and National As- 
sociation of Insurance Brokers to dis- 
cuss proposed changes in supplemental 
contract 3. It is assumed that what- 
ever changes are adopted will be incor- 
porated in the contract when the explo- 
sion coverage is revised. 





Again Propose to Extend 


WDC Cover Without Cost 
WASHINGTON—Proposals to ex- 


tend war damage insurance for a third 
year, where premiums are paid for two 
years, without payment of additional 
premium or charges have been revived 
in the 79th Congress. H.R.72, by Rep. 
Lane, also directs War Damage Corp., 
to make available war damage protec- 
tion during the third year, where re- 
writing of policy is necessary because 
of change of ownership or other reasons, 
at a premium not exceeding actual cost 
of issuing renewal policy. 


H. E. Stone, President of 


Lumber Mutual Fire, Retires 


BOSTON—Lumber Mutual Fire of 
Boston announces the resignation and 
retirement of the president, Harry E. 
Stone. Until a new president has been 
elected, the business will be conducted 
under the management of its remaining 
officers. * 











Campbell, to the rank of major. Major 
Campbell is regimental surgeon of the 
358th infantry, which is in Patton’s third 
army. 
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Ponder Insarance 
for Traffic of 


Transport Command 
WASHINGTON U. S. Cham- 


ber of Commerce-called meeting of in- 
surance interests to confer with repre- 
sentatives of the army transport com- 
mand about coverage for its world-wide 
traffic has been tentatively set for Wash- 
ington, Jan. 25, pending acceptances by 
insurance companies. H. E. Hilton of 
the Chamber’s insurance department 
says any insurance representatives in- 








terested in underwriting the proposed 
coverage will be welcome. 

There will be no definite proposals 
made at the meeting, it is said. It will 
be an informational meeting to enable 
insurance and underwriting groups to 
find out about the risks and possibili- 
ties as to life, accident, health, trip, in- 
land marine, and fire coverage for op- 
erations of ATC planes, with relation 
to passengers, and possibly cargo. 

A preliminary conference on agenda 
for the meeting tentatively is scheduled, 
also a meeting of casualty representa- 
tives, preparatory to the meeting of the 
U. S. Chamber board of directors, Jan- 
uary 26-27. 

The companies are being queried as 





Rhode Island... SMALL STATE WITH AN 
IMPRESSIVE BACKGROUND 
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useful lives the state has known. 
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Zachariah Allen was born in Providence in 1795. While too young to 
fight in the'war of 1812, he was Secretary for the Committee of Defense, 
which maintained substantial breastworks with mounted guns, a line of 
anchored hulks ready to scuttle and block the channel, and a system for 


He was Judge of Probate and Representative in the General Assembly 
and held various offices in the Town Council and city government, so 
apparently had little time for his private law practice. 


In 1821 he was responsible for Providence’s first fire engine, then 
designed a copper suction pipe with folding joints for drawing water 
from the river and throwing it hundreds of feet. He directed the town’s 
first scientific survey; helped with a state geological survey; formed a ( 
company to build Powder Mill Turnpike; established the country’s first 
night schools; planned a system of industrial reservoirs; created revolu- 
tionary methods in dyeing and finishing cloth; invented a new system for 
transmitting power; introduced hot-air furnaces in home basements; 
received a medal for improvements on a steam boiler; did the first scien- 
tific measuring of Niagara Falls and its power; was one of the first Amer- 
icans to practice systematic forestry; as an incorporator and President of 
the Rhode Island Historical Society, he wrote many books, gave lectures, 
and sponsored various progressive movements. 


When in 1882 he died at the age of 86, he had lived one of the most 


THE RHODE ISLAND INSURANCE COMPANY, believing, like 
this versatile Rhode Islander, in ever-changing methods of progress, 
keeps itself abreast of the best innovations in modern underwriting. 


RHODE ISLAND INSURANCE COMPANY 


RHODE ISLAND 
Progressive in Qutlook—Conservative in Management 
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to information they would like from 
ATC as to the forthcoming meeting. Be- 
cause some questions might not be 
answerable directly for security reasons, 
it has been suggested that if questions 
are submitted in advance, in written 
form, confidentially, the companies may 
be able to obtain the desired informa- 
tion, though perhaps not in form origi- 
nally requested. 

Life actuaries who are studying losses 
on commercial lines, it is believed, will 
be interested in the meeting because of 
experience developed by ATC in flying 
passengers world-wide. 

ATC experience and loss ratio data 
have been furnished to interested under- 
writing groups on a restricted afd con- 
fidential basis. 


Boost Peer for N. J. Office 


Considerable sentiment is developing 
in New Jersey for separation of the state 
insurance and banking department. 
However, Governor Edge, it is under- 
stood, is opposing such a move because 
of his program of merging as many state 
departments as possible. 

A movement has been started in be- 
half of Verner D. Peer for appointment 
as insurance and banking commissioner. 
He is vice-president of Union County 
Trust Co. of Elizabeth. 





Miss Hansen Assistant Secretary 


Directors of the Kansas City Fire 
& Marine elected Miss Dorothy H. 
Hansen assistant secretary. Miss Han- 
sen has been with the company for 
three years and prior to that was assist- 
ant secretary of Prescott, Wright & 
Snyder Co., investment brokers. 





Hartford Auto Men Elect 


The Automobile Underwriters €lub of 
Hartford has elected these officers: 
President, Wilbur J. Jones, Caledonian; 
vice-president, John J. Hart, Travelers; 
secretary, Sidney A. Sanderson, Scottish 
Union & National; treasurer, William T. 
Lepper, Aetna Fire. 


New Penn Liberty Resources 


The mutual companies that own the 
stock of Penn Liberty have put an ad- 
ditional $60,000 into that company by 
subscribing to 1,000 additional shares of 
$10 par value at $60 each. Those mu- 
tual companies are Penn Mutual, Lititz 
Mutual, Perkiomen Valley Mutual and 
Donegal & Conoy Mutual. 

The management of Perkiomen Valley 
Mutual Fire intends to shorten the title 
to Perkiomen Mutual. The proposal 
will be voted upon by policyholders at 
the annual meeting. 





Satterlee to Head Office 


John F. Satterlee, who has been special 
agent for Atlas in South Carolina and 
eastern North Carolina for the past 20 
years, has been named general adjuster 
at the New York head office. He started 
after serving in the last war with the 
Rhett-O’Beirne & Lockridge agency at 
Atlanta and later joined Hartford Fire 
as special agent in Georgia. From there 
he went to Atlas. 





Comm. John Kremer, Jr., who left the 
production department of Excess of 
America in 1941 to enter the navy, was 
killed in action in the Pacific theater. 
He was a son of the retired vice-presi- 
dent of North America and a nephew 
of C. S. Kremer, president of Hartford. 
Commander Kremer had a notable war 
record. He was cited for his daring 
work in mine-laying and mine-sweeping 
in the Mediterranean by Admiral Sir 
Andrew Cunningham, the British com- 
mander in chief there. He was at one 
time connected with the Newark office 
of Indemnity of North America. 





John L. Ebaugh, former president of 
the Birmingham Association of Insur- 
ance Agents and a member of the local 
agency of Ford-Myatt & Ebaugh, was 
recently promoted to lieutenant colonel! 
in the army. He is at present supply 
officer of the air chemical office at 
Washington. 
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H. A. eatin FLA. Nin. 
Enters Chicago Agency 


Henry A. Peterson has resigned as 
supervisor of Ohio and West Virginia 
business at the Chicago office of Factory 
Association to become associated with 
rw T. Bowes, Jr., vice-president of 

A. Alexander & Co., Chicago. He 
vil manage Mr. Bowes’ fire business 
and will continue to specialize in handl- 
ing large manufacturing accounts writ- 
ten through F.I.A. He had been with 
F.I.A. and Western Factory 16 years. 
He studied law in his spare time and 
in 1942 graduated from John Marshall 
Law School and was admitted to the 
bar. 

J. L. Gockel, formerly assistant super- 
visor, succeeds Mr. Peterson as Ohio 
and W est Virginia supervisor. He has 
been with F.I.A. eight years and be- 
fore that was in the Indiana field for 
Hartford Fire. I. A. Anderson, who 
was with the old Western Sprinkled 
Risk Association, will also supervise 
southern Ohio and W est Virginia. 


Named Missouri Special Agent 

Frank S. Kallmeyer has been named 
special agent for Twin City Fire and 
Northwestern Fire & Marine in Mis- 
souri, succeeding the late Walter J. 
Kline. 

Mr. Kallmeyer has had home office 
underwriting training and has done 
special agency work in Missouri. He 
is associated with the Tri-County Trust 
Company in Glasgow, where he will 
maintain headquarters. 


Heads N. Y. Insurance Committee 


Assemblyman MacKenzie of Allegany 
county has been named chairman of the 
New York legislature’s insurance com- 
mittee. He succeeds Russell Wright of 
Watertown, N. Y. 











F. E. Dickerson, formerly of Cleve- 
land, and once with the Fred S. James 
organization handling Eagle Star in the 
midwest, is in California where he went 
to greet his son, an ensign in naval re- 
serve, who has gone overseas from San 
Francisco. Mr. Dickerson plans to 
make his home in California. He has 
not announced his business plans but 
he is maintaining temporary office at 
Los Angeles. 
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As a rule, wounded men talk very little. They’ve learned 
to «take it.” Many live in a secret, silent world of 
pain—but they know. They know and are grateful. 
They remember the horrors of that last battle...They 
remember the Red Cross worker bending over them... 
the plasma... 

Then, the hospital, with all their preciou lives be- 
fore them . . . Their gratitude for the innumerable 
small, but vitally important comforts brought to them 
by Red Cross Nurse’s Aids and Gray Ladies is 
expressed by eyes grown bright—or a simple 
“thanks.” 





Only a few of us can actively serve the Red Cross in 
the far-flung battle areas, but there is something we 
can all do no matter where we are. We can humbly 
share our blood ....We can divide our time...We can 
give our money...We can and must help. 

Make an appointment at your nearest blood donor 
center today... Join the hosts of Americans on the 
home front who are helping to make the Red Cross 
contribution in World War II the greatest mass effort 
of mercy the world has ever known... We must 
all deserve that “thanks” of our fighting men who 
have given so much for us. 


This is the tenth of a series of advertisements dedicated to the American Red Cross by 
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AMERICAN INSURANCE 
COVERAGE For CAPITAL 
and PROPERTY in 
FOREIGN COUNTRIES 


Fire and Marine Member Companies 
American Insurance Company, Newark, N. J. 
Continental Insurance Co., New York, N. Y. 
Fidelity-Phenix Fire Insurance Co, of N. Y., N. Y. 
Fire Association of Philadelphia, Pa. 

Glens Falls Insurance Co., Glens Falls, N. Y. 

Great American Insurance Co., New York, N. Y. 
Hartford Fire Insurance Co., Hartford, Conn. 

Home Insurance Company, New York, N. Y. 

Phoenix Insurance Company, Hartford, Conn. 
Springfield Fire & Marine Ins. Co., Springfield, Mass. 
St. Paul Fire & Marine Ins. Co., St. Paul, Minn. 
United States Fire Insurance Co., New York, N. Y. 
Westchester Fire Insurance Co., New York, N. Y. 


i 











Casualty Member Companies 


Fidelity & Casualty Company of New York, N. Y. 
Glens Falls Indemnity Co., Glens Falls, N. Y. 

Great American Indemnity Co., New York, N. Y. 
Hartford Accident & Indemnity Co., Hartford, Conn. 
Home Indemnity Company, New York, N. Y. 

St. Paul Mercury Indemnity Co., St. Paul, Minn. 





BRANCHES AND AGENCIES IN PRINCIPAL COUNTRIES THROUGHOUT THE 
WORLD 


AMERICAN FOREIGN INSURANCE ASSOCIATION 


— Organized 1918 - 
80 Maiden Lane, New York 7, N. Y. Tel. WHitehall 3-2364-5-6-7-8-9 
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FDR Endorses O’Mahoney Measure 


(CONTINUED FROM PAGE 3) 





use, expressly approved by the state 
official or agency having authority with 
respect thereto”. 

Aside from insertion of section 4-B 
the new O’Mahoney-Hatch bill makes 
only a few verbal changes, as compared 
with their proposal of last congress. 
For example, the former section 4-B 
in that proposal provided that the anti- 
trust moratorium until March 1, 1946, 
should not apply to acts of boycott, 
coercion or intimidation. Similar lan- 
guage is now shifted up into the mora- 
torium section 4-A in the form of a 
proviso. 


Language Is Strengthened 


The language is now somewhat 
strengthened to read as follows, new 
words being in bold face: 

“Nothing contained in this act shall 
render the said Sherman act inapplicable 
to any agreement or act involving, boy- 
cott, coercion or intimidation”. 

The old provision limited the exemp- 
tion from the moratorium to provisions 
contained in the “section’ rather than in 
the whole “act.” Under the former pro- 
posal also the Sherman act would not 
have been inapplicable to “acts” of boy- 
cott,. coercion or intimidation. Under 
the new bill that law would not be in- 
applicable to any “agreement” as well 
as to any “act” involving boycott, etc. 

The new language is believed broader, 
in view of a possible difference between 
an “act” of boycott and an “agreement 
... involving” boycott. 

In section 4-A of the new bill the 
administration Senators took out the 
reference in the moratorium provision 
to adjustment of state laws to provisions 
of the U. S. Constitution, although they 
would still have to be adjusted to meet 
the federal anti-trust laws. The assump- 
tion appears to be that state laws would 
comply with the federal Constitution. 
However, elimination of reference to the 
Constitution caused some joking com- 
ment among industry members about 
the Constitution being “gone” anyhow, 
under the S.E.U.A. decision. 


Dates Are Inserted 


In sections 3 and 5 of the new bill 
the administration Senators’ draftsmen 
have inserted the dates as well as titles 
of several laws referred to. These in- 
clude the federal trade commission act, 
from which the insurance industry would 
be exempted: also dates of the national 
labor relations act and the fair labor 
standards act, which laws would con- 
tinue to apply to the insurance business, 
under terms of the bill. 

From section 2-B of the O’Mahoney- 
Hatch substitute was deleted the word 
“impair”, so that the language of the 
new bill reads: “No act of Congress 


shall be construed to invalidate, or 
supersede” state insurance regulation or 
tax laws. 


In a statement about the bill O’Ma- 
honey said: 

“It is drawn upon the model pre- 
pared by the special legislative com- 
mittee of the National Association of 
Insurance Commissioners, and will, I 
hope, form the basis for an early solu- 
tion of the problem. 

“It recognizes the desirability of the 
regulation of insurance in the public in- 
terest by the states, and preserves the 
power of the states to tax the business 
of insurance. 


Adjusting to the Decision 


“It grants a moratorium to the insur- 
ance industry from the anti-trust laws, 
except for agreements involving boy- 
cott, coercion or intimidation, until 
March 1, 1946 in order to give the states 
and the business opportunity during the 
forthcoming sessions of the state legis- 
latures to make adjustments to the 


Supreme Court decision in the South- 
eastern Underwriters’ case which ruled 
that insurance is commerce within the 
meaning of the federal Constitution. 
“The primary purpose of the bill is to 
increase the efficiency of the insurance 


industry as a whole, and to promote 
the welfare not only of those who are 
engaged in the business, but the welfare 
of the policy holders whose premiums 
and fees support the whole industry. 

“The bill is in harmony with the 
declaration of President Roosevelt in 
his message delivered to the Congress: 

“*We Americans have always believed 
in freedom of opportunity, and equality 
of opportunity remains one of the prin- 
cipal objectives of our national life. 
What we believe in for individuals we 
believe in also for nations. We are 
opposed to restrictions, whether by pub- 
lic act or private arrangement, which 
distort and impair commerce, transit 
and trade.’” 


O’Mahoney Gets the Jump 


As representatives of various industry 
groups conferred with each other and 
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with congressional friends, the turn of | 


events, the timing of the O’Mahoney- 


Hatch bill and the release of President | 


Roosevelt’s letter virtually endorsing 
that measure, lead various insurance in- 
terests and observers here to belief that 
“the bill is the thing”. 

Belief is that opponents of a straight- 
out anti-trust exemption bill had “stolen 
the show” from proponents of such a 
measure. The former had submitted 
the only proposed legislation, so far in 
this Congress, in the form of the 
O’Mahoney-Hatch bill. 

-Reports among insurance representa- 
tives were that everybody concerned | 
was disposed to P Si behind that meas- 
ure, except the ¥stock fire group and, 
possibly, casual. The former, 
cially, it was predicted by its friends, 
“won’t stand for” 
bill. 

In the view of some industry rep- 
resentatives, 
through his bill, as the 
insurance industry, 
“prosecutor.” 

| ae Fe 
Association president, had no comment 
upon the administration bill. His train 
was late arriving here Monday, so that 
a general conference of representatives 
of the several insurance groups was 
postponed until Tuesday. It sat morn- 
ing and afternoon. 

Some industry representatives do not 
relish the idea of accepting and back- 
ing what they call an “administration- 
dictated’ measure. 


REALISTIC APPROACH 


“champion” of 
rather than _ its 








Senator O’Mahoney conferred early in 
the week with N.A.I.C. delegates. The 
representatives of the several insurance 
groups have been seeing members of 
Congress conferring with one another 
and trying to size up the situation in an 
“attempt to be realistic,” as one of them 
remarked, before .legislation “jells” on 
capitol hill. If possible, a number of 
them would like to secure agreement 
upon something that will pass muster at 
the Capitol and White House. Others, 
however, are reported to be holding out 
for particular proposals. 


Attitude of Rep. Walter 


Besides the O’Mahoney-Hatch bill, 
other measures are expected to be intro- 
duced. Although Rep. Walter stated 
last week he was reintroducing his 
state’s rights bill as was Rep. Han- 
cock, New York, co-sponsor of that bill. 
He now indicates there is no use rein- 
troducing it until there are indications 
of an agreement upon legislation. Mean- 
while, there were indications Hancock 
and others would confer with Bailey of 
North Carolina and other Senators re- 
garding the matter. 

Senator McCarran, Nevada, who had 
expected to reintroduce the N.A.I.C.-in- 
dustry compromise proposal, is holding 
off temporarily pending developments, 
waiting to see what is agreed on. Wher 
the compromise of last session was al- 
luded to, it was said by sources close to 
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McCarran that after that proposal was 
W put forward certain groups took dif- 
ferent “tacks,” indicating they preferred 
something else. 

Some industry observers, however, ex- 
pressed the hope that as a result of cur- 
rent contacts and conferences, an all-in- 
dustry measure may be presented, with 
general agreement. 





ing arrangements between insurance 
companies and acts of boycott, coercion 
or intimidation. The anti-trust laws do 
not conflict with affirmative regulation 
of insurance by the states such as agreed 
insurance rates if they are affirmatively 
approved by state officials. 

“Senator O’Mahoney introduced a bill 
in the last Congress which would have 
provided for a moratorium from the 


1946. This would appear to give suffi- 
cient time to permit the necessary read- 
justment to the Supreme Court decision. 
I would favor legislation of this general 
character. It would permit the orderly 
correction of abuses which have existed 
in the insurance business and would pre- 
serve the right of the states to regulate 
with full responsibility.” 

After two days of conference insur- 


called the “wailing room” at the Statler. 

Newell Johnson was selected as 
spokesman for the conferees. 

It is understood that the conferences 
here began on the basis of the McCarran- 
Ferguson amendments or substitute for 
the Bailey-Walter bill. Reports indi- 
cated the ultimate result of this week’s 
conferences would be something akin 
to that proposal. 














































the Text of Correspondence Sherman act, except for acts of boycott, ance representatives met again Wednes- However, representatives of certain 
It in} The President’s statements regarding coercion or intimidation, until March 1, day morning in what has come to be (CONTINUED ON PAGE 12) 
sreSS:| insurance law and legislation were made 
ieved!) in reply to a letter from Senator Rad- 
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Prin-| Jjic by the White House follows: rd 
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pub- “I am writing this note in regard to 
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ney- | ments could be made to the new deci- 
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itted | Status of State Taxation 
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ends, | and other forms of state regulation have 
ation | been questioned in some channels. 
| “The adjournment of Congress has 
rep- | come before such plans could really be 
ears, ) carried out. I have been in close touch 
”’ of | with Attorney General Biddle who has 
its been very helpful. It is my impression 
, that he is in favor of a suitable morato- 
tives rium, but there are some departments of 
ment the federal government — involved . 
train which do not come under the supervi- 
that sion of the Attorney General. PERSONAL & RESIDENTIAL 
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THE LONDON & LANCASHIRE 
INSURANCE COMPANY, LTD. 


ORIENT INSURANCE COMPANY 


LAW UNION & ROCK 
INSURANCE COMPANY, LTD. 


SAFEGUARD 
INSURANCE COMPANY 


ENGLISH AMERICAN 
UNDERWRITERS AGENCY 


STANDARD MARINE 
INSURANCE COMPANY, LTD. (Fire Dept.) 


LONDON & LANCASHIRE INDEMNITY 
COMPANY OF AMERICA 





Pacific Department 
332 Pine St. 
San Francisco, Cal. 


Eastern Department 
20 Trinity St. 
Hartford, Connecticut 


Western Department 
223 W. Jackson Blvd. 
Chicago, Illinois 





For Over Fifty Years Good Friends of Local Agents 









































Start the New Year right 
by getting your clients on 
the right road and keep- 
ing‘them there—the road 
to correct insurance pro- 
tection, the road that leads 
to courteous and complete 
service extended by your 
experienced staff. 





Springfield Group Service will help 
you conscientiously and constructively! 











THE SPRINGFIELD GROUP 


W. B. CRUTTENDEN, President 


SPRINGFIELD FIRE & MARINE — COMPANY SPRINGFIELD, MASS. 
CONSTITUTION DEPARTMENT . . SPRINGFIELD, MASS. 
SENTINEL FIRE INSURANCE COMPANY SPRINGFIELD, MASS. 
MICHIGAN FIRE & MARINE INSURANCE COMPANY DETROIT, MICH. 
NEW ENGLAND FIRE INSURANCE COMPANY SPRINGFIELD, MASS. 


OF FIRE INSURANCE COMPANIES 








AS SEEN FROM CHICAGO 





L, C. LARSON WITH JAMES 


L. C. Larson, who has been with 
Eagle Star 16 years and has been Chi- 
cago manager since 1938, has joined 
Fred S. James & Co., Chicago, as spe- 
cial agent in Cook county and vicinity. 

When Fred S. James & Co. was U. S. 
manager of Eagle Star, Urbaine and 
General of Paris, Mr. Larson was su- 
perintendent of agents. Later he be- 


came Illinois and Wisconsin | state 
agent. - 
He started in the business in 1910 


with Liverpool & London & Globe and 
then later saw service with Westches- 
ter and then Phoenix of London. 





WALTER GIELOW IS FETED 


E. R. Hurd, resident secretary, and 
L. J. Fischer, general manager of Home 
in Chicago, were hosts at a luncheon 
Monday for Walter Gielow of the 
Cloidt, Gielow & Dudley agency on 
the occasion of his 25th anniversary of 
representation of Home. He was pre- 
sented with a silver medal and certifi- 
cate. The other partners in the agency, 
L. A. Dudley and George Cloidt, were 
also guests. There were a number of 
other representatives of Home present. 





AETNA FIRE CONFERENCE 


Field men from the western depart- 
ment of Aetna Fire gathered in Chi- 
cago last week for a business confer- 
ence with their manager, W. N. Ach- 
enbach, and other department officials. 
Head office executives taking part were 
Vice-presidents J. M. Waller and G. G. 
Quirk, Secretary C. L. Allen and Vice- 
president Frank G. Bush of Century 
Indemnity. 





INSTITUTE COURSES 


Beginning in January and continuing 
until May expert insurance men will lec- 
ture on insurance and surety subjects 
in the auditorium of the Chicago Board, 
in the Insurance Institute course. 


General principles will be treated 
Wednesdays at 5 p.m., beginning Jan. 
31 and continuing to May 2; fire insur- 


ance, intermediate courses, Thursdays, 5 
p.m., Feb. 8-May 10, and advanced 
course, Thursdays at 6 p.m., Feb, 8-May 
10; inland marine, Tuesdays at 5 p.m., 
Feb. 6-April 24; casualty, intermediate 
course, Fridays at 5 p.m., Feb. 2 to 
May 11, and advanced course, Fridays 
at 6 p.m., Jan. 26-May 11, and surety, 
advanced course, W ednesdays at 5 p.m., 
Jan. 24-March 28. 





ASK 44-HOUR WEEK 

Most of the large insurance offices in 
Chicago have received directives from 
the War Manpower Commission asking 
them immediately to go on a 44-hour 
week. The directives are being appealed. 
The appeal goes first to a panel board 
of the Chicago area consisting of a rep- 
resentative of labor and one of manage- 
ment, and then to the commission in 
Washington. 

In some cases the directive rescinded 
previous WMC orders fixing the work 
week at around 40 hours, a result of the 
insurance offices filing an application 
for exemption from the 48-hour work 
week directive last year. In other cases 
offices had not received an order fol- 


lowing their exemption applications last - 


year. Apparently only the larger offices 
are receiving the 44-hour order. The 
objection of insurance offices has been 
that they cannot release employes by 
working a longer work week . because 
of the specialized character of the work 
in various departments. 

Unless all insurance offices are placed 
on the same basis, larger offices fear 
they will lose employes to firms work- 
ing only a five-day week. 

Appeal of the 44-hour week work or- 
der results in a stay of the effective 
date. 


HEINE WITH CRAMSIE, LAADT 


William F. Heine, who has been an 
examiner in the Chicago office of Eagle 





Star for 1% years, has joined the 
Cramsie, Laadt & Co. agency, Chicago, } 
as special agent in Cook county. Before! 
going with Eagle Star he was with) 
Crum & Forster about two years and} 
before that was a broker. 





Howard R. Underwood, Providence 
Washington, representing the Ohio 
Stock Fire Insurance Speakers Associa- 
tion and the Ohio Fire Underwriters 
Association, will address the Springfield 








(O.) Association of Insurance Agents | 


Jan. 15 on the revisions of the new fire 
forms. ; 





- 


| 
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Announcement is made of the engage- | 


ment of Miss 
daughter of F. L. Greeno, Syracuse, N. 
Y. local agent and director of Excelsior, 
and Lt. Douglas F. Jones, U. S. N. R. 


COMPANIES 


Five Promotions 
Are Made by 
Aetna Fire Group 


Five promotions have been made in 
the staff of the Aetna Fire group. 
Richard M. Hooker, state agent for cen- 
tral New York, and Kenneth W. Stuer, 
marine agency supervisor, have been 
appointed general agents. Mr. Stuer 
has been a member of Aetna’s home of- 
fice marine department since 1941. Mr. 











Hooker will move to Hartford from } 


Syracuse, N. Y 

Three promotions were made to the 
newly created position of superintend- 
ent. Arthur C. Burnham becomes su- 
perintendent of the reinsurance depart- 
ment. Charles C. Tomlinson will be su- 
perintendent of the loss department and 
Paul O. Roedel will be superintendent 
of the reporting cover department. 

Mr. Hooker has spent his business 
career in New York state, principally 
in the central portion, first as an inspec- 
tor and rater with the New York Fire 
Insurance Rating Organization and la- 
ter as special agent for fire companies. 
He joined Aetna in 1940 as state agent 
for central New York. 

Mr. Stuer joined Hartford Fire im- 
mediately after leaving college and was 
assigned to the reinsurance and under- 
writing department, from which he la- 
ter went to the ocean marine depart- 


Doris Marion Greeno, | 


* 


ment. For 18 months, beginning in 
1936, he was an ocean and inland ma- 
rine field man for New England and 
upper New York state. He _ joined 
Aetna in 1941 as an ocean marine un- | 
derwriter. | 

Mr. Burnham has spent his entire 


business career with Aetna, starting as | 





CASUALTY 
ACCOUNTANT 


This above-the-average man has 
spent 22 years with a large stock 
Casualty Company as Auditor, 
Accountant and Statistician in 
both Branch and Home Office. 
He is familiar with State and 
Federal regulations and taxes. 
He has compiled the annual re- 
ports for several years. Prefers 
to locate in Midwest. 


FERGASON PERSONNEL 


Insurance Personnel Exclusively 


166 W. Jackson Bivd., Chicago 4, I1f!. Har. 9040 
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mail clerk in 1899. He served in 
various departments including reinsur- 
ance. Since 1923 he has been in his 
present capacity as agency supervisor in 
the southern department. 

Mr. Tomlinson is a native of Hart- 
ford and joined Aetna in 1905, Pro- 
gressing through various positions in 
the southern department and the loss 
department, he was appointed loss de- 
partment supervisor in_ 1936. He is a 
brother of Henry R. Tomlinson, vice- 
president of Aetna and its fire company 
subsidiaries. ; 

Mr. Roedel joined Aetna in 1910 in 
the mail department. Later he became 
a file and map clerk, then an examiner 
for New Jersey and Pennsylvania. In 
1920 he went in the reporting cover de- 
partment. In 1937 he was made agency 
supervisor of that department. 





Merchants of N. Y. Gets 
Participating Authority 


Stockholders of Merchants Fire of 
New York at their meeting Monday ap- 
proved an amendment to the charter to 
permit the issuance of participating poli- 
cies. Such a provision was inserted in 
the charter of the affiliated Washington 
Assurance several years ago. 

President A. A. Moser states th 
neither Merchants nor Washington in- 
tends in the foreseeable future to make 
use of the participating provision. He 
regards it more as an “ace in the hole” 


that 





should conditions develop to make its | 


use desirable. 
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Insurance Society Course 

The spring semester of the Insurance 
Society of New York opened this week 
with the course of candidates for the 
agents’ and brokers’ state examination. 
This course is given on Monday, 
Wednesday and Friday, 5:45-7:45 p.m. 
Other courses scheduled are the follow- 
ing, the opening date being shown in 
parenthesis: Casualty I, Monday and 
Wednesday, 5.30-7 (Feb. 5); fire I, 
Thursday, 5:30-7:30 (Feb. 8); general 
principles, Tuesday, 5:30-7:30 (Feb. 6); 
inland marine, Monday, 5:30-7:30 (Feb. 
5); ocean marine II (loss adjusting and 
general average) Wednesday, 5:30-7:30 
(Feb. 7). 

Registrations are being taken for the 
following courses, which will begin as 
soon as fifteen or more persons have 
registered: junior courses in casualty, 
fire, inland marine and surety; accident 
and health; aviation, casualty~ II, fire 
insurance loss adjusting, insurance law, 
reinsurance, and surety. The society’s 
office is on the 14th floor, 107 William 
Street, Telephone Whitehall 4-0037. 





Hickenlooper on Insurance 


DES MOINES—U. S. Senator Hick- 
enlooper, addressing the Iowa legisla- 
ture with his report as outgoing gov- 
ernor, touched upon the recent Supreme 
Court decision on insurance, and de- 
clared that “in effect it is one that 
causes concern to our state.” 

“Iowa is one of the largest insurance 
centers of the nation and is recognized 
as one of the progressive and outstand- 
ing insurance states. 

“The possible effect of the Supreme 
Court decision on the great revenues we 
have derived from the business of insur- 
ance is a matter that should concern 
us. all. 

“T believe that methods of legislation 
can be worked out providing a full co- 
operation but retaining the definite bene- 
fits of local state control.” 





FTC Order on Extinguishers 
WASHINGTON—The federal trade 


commission announces that stipulations 
have been entered into with it by O. H. 
Adams, trading as O. H. Adams Co., 
Milwaukee, and Halco Chemical Corp., 
New York, under which they have 
agreed to cease certain representations 
in the sale of fire extinguishing prod- 





ucts. Adams’ products are Bomb 
Quench and Dry Chemical Fire Extin- 
guisher; Halco’s, known as Whippet. 
According to FTC, Adams among other 
things agreed that. he will discontinue 
featuring the word “approved” on lab- 
els or in trade publicity, or applying 
such word to a product, the merit of 
which has not been duly determined 
and tested by a competent authoritative 
independent agency. If the word “ap- 
proved” be properly used to indicate 
that the product has been tested and 
passed by some independent authority, 
then the word shall be immediately ac- 
companied in type of equal size and 


prominence by the name of the agency 





giving such approval. 


Dinner for Lund, Ryon Jan. 22 





MINNEAPOLIS — The 


dinner 
honor of Charles Lund, general man- 
ager, and M. B. Ryon, manager of the 
Fire Underwriters Inspection Bureau of 
Minneapolis, will be held Jan. 22. i 
sponsored by field men and local agents, 


11 


Clyde B. Helm, secretary Insurance 
Federation of Minnesota; Frank S. Pres- 
ton, secretary-treasurer Minnesota As- 
sociation of Insurance Agents; Fred J. 
Dorman, Blue Goose; C. H. Mitchell, 
Fire Underwriters Inspection Bureau, 
and George Blomgren, manager Minne- 
apolis Underwriters Association. 

Frank Madden, private secretary to 
Mayor McDonough of St. Paul and a 
popular after-dinner speaker, will give 


in 


It is 


with Don MacLennan of Conroy & the address. 

MacLennan, local agents, as general — 

chairman. Assisting in he arrange- Use The A. & H. Bulletins for disabil- 
: ry ns . the cA ity policy and sales data. Write The 

ments are Roy Nienhauser, president 4° @ 4. Bulletins 420 E. 4th St., Cincin- 

Minnesota Association; 


Underwriters 


nati 2, Ohio. 











in a prospect’s bonnet 


Simplest way to get people to buy 
additional protection is to get them to 
see what a bargain property insurance 
is today. 


You can get them to see this by en- 
closing a small mimeographed memo 
with statements and letters. The mes- 
sage on the memo could put the bargain 
up to them in terms they’re sure to 
understand. Terms like this — 


One of the few things that hasn’t 
advanced in price during war 
years is property insurance. Right 
now rates are 40% lower than in 
1914. They’re so low you can 
put $2000 or $3000 extra pro- 
tection on the average property 
for about what it costs your fam- 
ily to take in a movie. A real 
bargain? You said it! Get the 
extra protection you need now! 


Put this easy, effective, inexpensive 
selling idea to work on your clients and 
prospects today. Watch for another 
practical and inexpensive promotion 
suggestion next month. 


FIRE ASSOCIATION GROUP, 
401 Walnut St., Philadelphia, 6, Pa. 
Branches in Atlanta, Chicago, Dallas, 
New York, San Francisco, Toronto. 


JANUARY AD 


in Fire Association Group’s 
business-promoting national 


advertising campaign. Many 
of your clients will see it in 
U. S. NEWS and NATION’S 
BUSINESS. 
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On January 24th, 1907, Carry Nation, a | against fire hazards, then being started by leading 
strong-minded and militant reformer, made her 
first axe raid on Kansas saloons. Because hers was 
a highly spectacular crusade, the newspapers gave 
it a big play. A quieter crusade . 





. . the crusade | served the headlines! 
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insurance companies. . . they overlooked, But it 
was this crusade that set the stage for today’s low 
property insurance rates and, therefore, really de- 
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To obtain loca! times of sunrise and sun- 
set: for longitudes other than the stand- 
ard time meridians (i.e., 75°, 90°, 105°, 
and 120°, for Eastern, Central, Mountain, 
and Pacific Standard Time), decrease the 
time four minutes for each degree east 
of the standard meridian, or increase the 





27—Sa. — 1850, Samucl Gompers, labor Icader, born. 
28—Su. -2 Full Moon, 1:41 A. M., E. S.T. 
29—M. — 1931,Churchill resigned from Baldwincabinct. 
30—Tu.— 1882, Franklin D. Roosevelt, President, born. 


¢v 
1945—JANUARY hath 31 days “What are you doing to check inflation?” 4 
’ 
e|/ASTRONOMICAL| 1_mM.—New YEAR’s DAY. ¥ 
SICALCULATIONS 2—Ts.— 1942, Japs occupied Manila, Cavite Naval Base. ||f 
’ -| 3—W.—1911, U.S. Postal Savings Bank opencd. + 
{|__| 4—Th.— 1896, Utah admitted to the Union (45th State). |b 
HI] san. | Latitude +30" | Latitude 135°] S—Fr. — Property insurance rates are at an all-time low 
sii 1 6:56 5:11 7:08 4:59 —40% lower than they were in 1914] + 
¢ | $3 < - = 6—Sa. — Last Quarter, 7:47 A.M., E. S.T. 4 
i : 7:09 | 5: - - ee | 
‘ 16 657 Hee 7:08 B12 7—Ss.— 1918, German naval mutiny at Kicl. 4 
Pi] 21 | 6:36 | 3:22 | 7:06 | 8:17] 8—M.—1815, Battle of New Orleans. 
§I}_31_| 6:51 | 5:36 | 7:00 | 5:27] 9—Tu.—1793, Ist U.S. balloon ascension, Philadelphia. ||¥ 
jan, | Latitude +40" | Latitude+45° | 1O—W.— With stock fire insurance companies, only 2%8c |i 
‘ : ( “ree | 445 (7381 409 of your premium dollar goes to profits. Pf 
. 6 | 7:22 | 4:50 | 7:38 | 4:34 | 11—Th.— 1923, French occupation of Ruhr began. 
ah iS ra 1 5 4 12—Fr. — 1861, Florida seceded from the Union. hy 
ot | 7:18 | $206 | 7:31 | 4.52) 13—Sa. —1918, one of South’s worst blizzards. + 
Qi] 26 | 7:14 | 5:12 | 7:27 | 4:59 | 14S, — New Moon, 12:06 A. M., E. S. T. 
= LE 4 = <4 FT ay —@ 1861, Otis elevator patented. iF 
gi] oan. | Soe | Sone | 16—Tv.— 1920, prohibition went into effect. ; 
mise | ser | mise | ser) § 17—W.—1919, Padcrewski became Polish Premicr. + 
> H Ra 4 bas be A Sor 18—Th.— 1943, 17-month sicge of Leningrad broken. 4 
oy S [ies 14:35 [10:98 |11:37 | 19—Fr. — 1840, Wilkes discovered Antatctic continent. 
si] 2 2:31 | 1:44) 2:45 | 1:28 | 20—Sa. — First Quarter, 6:48 P.M., E.S.T. 'F 
Hs eo = = “= 21—Ss. — Had your 1945 property insurance review |} 
Pil 15 | 8:11 | 7:05 | 8:33 | 6:45 yet? If not, call your Agent or Broker today! ||% 
Bi] 17 | 9:40 | 9:18 | 9:52 | 9:08 | 22_-M. — 1903, Panama Canal treaty signed, 
{ by 123 eH i202 i239 23—Tu. — 1933, Congress ratified ‘‘Lame Duck”’ Amendment. ||¥ 
23 | 1:37 | 2:37 | 1:16 | 2:57 | 24 W. — 1848, gold discovered in California, * 
| 27 | 5:08 | 6:27 | 4:43 | 6:51 | 25—Th.— 1921, Athens, Ga., fire—3 city blocks burned— + 
§]] 29 | 7:00 | 7:55 | 6:43 | 8:12 $4,000,000 estimated property loss. 
je SO DO LO | 26—Fr. — 1788, British settled Australia. H 
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time four minutes for each degree west 
of the standard meridian. 





31—W. — 1943, Doenitz placed in command of Nazi navy. 
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OBSERVATION for January: In view of the way replacement prices have advanced 





Fire Association of Philadelphia 
The Reliance Insurance Company 
PHILADELPHIA “J 


< 

since the outbreak of the war, no property owner can safely 
assume his protection is adequate unless he has had his insur- ||¥ 
ance reviewed recently. ie 
MORAL for January: Have your Agent or Broker review your property + 
a —_— insurance now! 4 
(paopant? wwsunanct | 
FIRE ASSOCIATION GROUP}; 
Lips < 

Age, 4s Lumbermen’s Insurance Company 

(oy 4 Philadelphia National Insurance Company |\\¥ 
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“ARE YOU SATISFIED?” 


Or do you want chance to be more 
successful—to really build your future? 
NOW is the ideal time to be planning 
your "tomorrows". Step out in front of 


the crowd the "Reliable Way”. 





Many men have passed up the "golden 
opportunity" of their lives. Sometimes 
men think when action is needed. We 
ask you to "think over" our Home 
Office Cooperation Plan, but — ACT 
now to get full details. 


FOR 79 YEARS 
A NAME TO RELY ON! 


For full details write E. J. Weiss, President; 
John W. Kramer, Secretary; C. R. Dobbins, 
Assistant Secretary; Reliable Fire Insurance 
Company, Dayton 2, Ohio. 


State and Special Agents in Detroit, Colum- 
bus and Indianapolis. 
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RELIABLE 


FIRE INSURANCE CO. 
Dayton, Ohio 


An Independent Ohio Company 





FDR Gives Blessing to 
O’Mahoney-Hatch Bill 


(CONTINUED FROM PAGE 9) 


groups were not satisfied with the 
wording of some of McCarran-Ferguson 
substitute. Much of the discussion this 
week has concerned the effect of cer- 
tain language and changes sugested by 
one group for example, upon other 
branches of the industry. 

The new O’Mahoney bill has also 
come in for discussion at the confer- 
ence, particularly with respect to its 
new section 4-B and problems of state 
taxation. 

O’Mahoney is represented as believing 
that state taxation presents separate 
problems, especially with relation to the 
question whether such taxation places 
undue burdens upon interstate com- 
merce. 

Conferees were represented as desir- 
ous of reaching agreement so that a 
new proposal, understood to be different 
from the O’Mahoney bill, could be 
placed before Congress for early con- 
sideration, in view of the fact that over 
40 state legislatures are meeting soon. 
It is suggested that under a moratorium 
provision the states will be expected to 
adjust their laws and regulations to 
accord with principles of the anti-trust 
laws and the Supreme Court S.E.U.A. 
decision. 

“The President's letter is helpful,” 
said Senator Radcliffe, commenting up- 
on his recent correspondence with the 
White House. “I think the President 
suggests an approach which will enable 
the insurance companies to operate. I 
am pleased that he favors leaving their 
regulation and taxation with the states. 
The Supreme Court decision reversed 
established law under which the com- 
panies have operated for many years. 
They will need time for adjustment.” 

“The Rresident’s letter” O’Mahoney 
said, “ought to put an end to rumors 
and reports so busily circulated during 
the past year, without the slightest 
foundation in fact, that the administra- 
tion intended to set up a system of 
federal control of the insurance in- 
dustry. 

“No one in the industry wants to be 
free to engage in combinations to re- 
strain trade and no one in Congress 
or in the executive, as the President’s 
letter now demonstrates, wants to pre- 
vent useful and beneficial cooperative 





action among insurance companies or 
organizations.” 
Besides others heretofore reported, 


the conferences have been attended by 
Howard Starling, Association of Casu- 
alty & Surety Executives, Oscar West, 


National Association of Insurance 
Agents, Philip Baldwin, National As- 


sociation of Mutual Insurance Agents. 
H. E. Hilton U. S. Chamber of Com- 
merce insurance department, was also 
noted at the Statler. 





Permit Sale of Stock in 
Carriers’ Holding Company 


LOS ANGELES — Permission to 
form United National Service Corpora- 
tion, a holding company which has a 
program of forming three subsidiary 
companies to write all types of insurance 
except life, was granted by Corporation 
Commissioner E. M. Daugherty. The 
permit contemplates sale of 75,000 shares 
of stock at $10 par value to produce 
$750,000 captal. The insurance depart- 
ment was consulted. 

United National’s petition explains it 
first will enter Colorado with a recip- 
rocal exchange which it will form to 
write all lines; next Nebraska, then Cal- 
ifornia. Then it will organize a general 
agency to operate the reciprocal busi- 
ness, and organize or purchase a life 
company. 

The three subordinate corporations 
projected are United National Life, Unit- 
ed National Interinsurance Exchange 
and United National Agency Co. Home 


office is 723 Title Guarantee building, 
Los Angeles. C. R. Thompson is at- 
torney. President is C. E. Knouf. 
Seven of the 11 officers and direc- 


tors are either chiropractors or associat- 
ed with chiropractic activities, and it 
is reported malpractice liability insurance 
for physicians and surgeons will be one 
of the coverages written. 


K. C. Pond Hears Talk on Rackets 


Approximately 50 members attending 
the January meeting of the Heart of 
America pond of the Blue Goose heard 
George M. Husser, manager of the Bet- 
ter Business Bureau of Kansas City, 
speak on “Rackets That Take Your 
Money,” disclosing some new schemes 
that have come to light in connection 
with fleecing service men and women. 








C. E. Deming Now Treasurer 


Clifford E. Deming, vice-president, 
has been elected treasurer of National 
Surety succeeding H. J. Lofgren, who 
resigned. Mr. Deming continues to have 
general supervision over the account de- 
partment. 


McAllister Opens Claims Office 


LOS ANGELES—A. Hall McAllis- 
ter, for the past 30 years in the adjust- 
ing field for companies and the last 12 
as a company claims superintendent, 
has established his own engineering and 
adjusting offices in the Rives-Strong 
building, to handle all lines. 








PROTECTION 
ASSURED 


TWO HUNDRED TWENTY-FIFTH 
ANNIVERSARY 


OUND principles of manage- 
ment... absolute integrity 
..an ability to keep abreast of 
the times... only with these 
can a company be successful 
through the diversified history 
of over two centuries. They are 
your assurance. 


Assurance 


99 JOHN STREET, NEW YORK 7, N. Y. 


A. D. 1720 




















A GOOD 
TIME 
TO 


In this world of fast- 
changing conditions, 
policies which provided 
ample coverage when 
written may now be 
wholly inadequate in 
the event of loss. 


We suggest you give con- 
sideration to checking 
your clients’ policies 
and changing needs at 
this time. 


It’s a good time, too, to 
check the advantageous 
reasons why producers 
like to write business 
through us. 


+ 


THE HANOVER 


FIRE INSURANCE CO. 
OF NEW YORK 
Organized 1852 


* 


THE FULTON 


FIRE INSURANCE CO. 


NEW YORK 


* 


HOME OFFICE: 
111 John Street 
New York 8, N. Y. 


WESTERN DEPARTMENT: 
Insurance Exchange Bldg. 
Chicago 4, Ill. 


* BUY MORE WAR BONDS * 
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Public Cooperation 
Must Be Secured 


MEMPHIS—Prevention of fires and 
protection of property against fires will 
never be wholly effective until the pub- 
lic has been fully informed of the heavy 
toll of life and property taken each 
year as a result of fires and is made 
aware of the methods that may be pur- 
sued to prevent and combat fires, Carl 
H. Roggenkamp, Columbus, O., special 
agent Security Fire of Iowa, and chair- 
man of the public relations committee 
of the Fire Prevention Association of 
Ohio, declared at the annual Fire De- 
partment Instructors Conference here. 





Bowersock Feted 


at Providence 


PROVIDENCE—Donald C. Bower- 
sock, who becomes president of Boston 
and Old Colony next month, was honor 
guest at a dinner here Monday. The 
dinner was arranged by the Providence 
Chamber of Commerce, of which Mr. 
Bowersock was a director and by 
other Providence organizations. For 
25 years he was with Providence Wash- 
ington and for the past few years one 
of its vice-presidents. Walter Johnson, 
state national director of the Rhode 
Island Association of Insurance Agents, 
acted as toastmaster. 

At the head table sat Mr. Bowersock; 
Byron S. Watson, chairman of Rhode 
Island; Frederick B. Luce, vice-presi- 
dent Providence Washington; Henry R. 
Hedge, president Boston and Old Col- 
ony; J. Austin Carroll, Rhode Island in- 
surance commissioner; Bruce R. Zeiser, 
vice-president Providence Forei gn 
Trade Club; Harold Bartlett vice- 
president Boston and Old Colony; 
Carleton I. Fisher, president Rhode 
Island Association of Insurance Agents; 
Felix Ferraris, past president Foreign 
Trade Club; Wright D. Heydon, Provi- 
dence insurance agent, chairman of the 
banquet committee, and Mr. Johnson. 
Each of these men spoke words of 
praise about the guest of honor. 

Mr. Bowersock has spent his entire 
business life in Providence and has had 
a notable career of service to many lo- 
cal organizations. Among offices he 
has held are: Director Chamber of 
Commerce; director Rhode Island Hos- 
pital Trust Company; president, Foreign 
Trade Club; president Turk’s Head 
Club. 

At the dinner, Mr. Bowersock received 
a large onyx pen and pencil desk set 
from his Providence friends. 

Mr. Bowersock responded, thanking 
his friends for their gifts and their 


of Industrial and 
Commercial Property . 


35 years of factual appraisal 
service to America’s more 
conservative business 








CHASE CONOVER & CO. 


Auditors & Accountants 
135 So. La Salle Street 
Chicago 
Telephone Franklin 3868 


many years of friendship. He paid spe- 
cial tribute to Mrs. Bowersock for as- 
sistance and to his former associates of 
Providence Washington. He had a 
word of commendation for those of all 
groups with which he had worked. 





New Extension in N. Y. Suit 


NEW YORK—tThe New York de- 
partment has received another extension 
of time for filing its answer to the suit 
of Charles Mendola, representative of 
American Farmers of Phoenix, who is 
suing to have Superintendent Dineen 
enjoined from halting Mr. Mendola’s ac- 


tivities as an unlicensed agent. Mr. Men- 
dola, whose company is also unlicensed 
in New York, contends that the depart- 
ment’s ban on his selling constitutes an 
undue burden on interstate commerce, 
in view of the Southeastern Underwrit- 
ers Association Supreme Court decision. 

Without the additional extension the 
department’s reply would have been due 
by Jan. 5. The new extension gives 
State Attorney General Goldstein, who 
is representing Mr. Dineen, until Jan. 
20. 





Benjamin Rush, 8rd, son of Benjamin 
Rush, Jr., vice-president of Indemnity of 


North America, has been wounded 
somewhere in Belgium. He is a private 
attached to the First army and has been 
overseas since the summer of 1944. He 
is 19 years old. A member of the Rush 
family has figured in every American 
war since the Revolution, one of his an- 
cestors being Benjamin Rush, a signer 
of the Declaration of Independence. 





The San Francisco Blue Goose re- 
sumed luncheon meetings. Most Loyal 
Gander Weldon Oxley outlined plans 
for 1945 activities, including a _ cere- 
monial banquet in the near future. 
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FIRE e BURGLARY ¢ INTRUSION ¢ HOLDUP ¢ SABOTAGE 











American District Telegraph Company (A.D.T. System) is the only nation-wide organization specializ- 
ing in electric protection services. A.D.T. manufactures and installs electrical protection systems to safe- 
guard lives and property against the hazards of fire and unlawful intrusion. Systems also are provided 
for the supervision of watchmen and guards and of certain industrial processes. The protection equip- 
ment within each customer’s premises is connected with an A.D.T. Central Station where skilled 
attendants stand constant vigil and respond to alarms by dispatching armed and bonded private guards, 
the police, the fire department, or by initiating whatever other action may be required by the nature of 
the emergency. In localities where Central Station service is not available, the protection system usually 
may be connected to the local police or fire department. 


FIRE PROTECTION SERVICE 


@ Sprinkler Supervisory and Waterflow Alarm: 
Automatically detects and reports trouble conditions 
(whether caused maliciously or otherwise) that might 
impair the sprinkler’s effectiveness. Automatically sum- 
mons the fire department the instant a sprinkler head 
opens or in case of a serious leak. 


@ Aero Automatic Fire Alarm: (For unsprinklered 
areas, or in conjunction with sprinklers.) Automatically 
detects fire when it starts, and automatically summons 
the fire department. 


@ Manual Fire Alarm: Available in various types—for 
summoning the fire department, for sounding local 
alarms to warn occupants, or performing both functions. 


@ Automatic Fire Control for Air Duct Systems: 
Provides automatic fire and smoke detecting and re- 
porting devices for air conditioning, ventilating and 
other air duct systems. Automatically closes dampers, 
stops fans, etc., and summons the fire department. 


INTRUSION DETECTION SYSTEMS 


@ Burglar Alarm: Protection for doors, windows, sky- 
lights, etc., by means of electrified screens, foils and 
similar devices. 


@ Holdup Alarm: Provides means for transmitting a 
silent signal to summon police in case of holdup or 
other emergency. 


© Invisible Ray Alarm (Photoelectric): Projects 
beams of invisible light across indoor or outdoor areas. 
Interruption of beam by any person or vehicle results 
in an alarm. 





e@ Telapproach: Establishes an electronic field and pro- 
duces alarm upon approach of any person into the 
electrical field. 


e Phonetalarm: A sound detection system especially 
adaptable for protection of vaults containing valuables 
such as specie, securities, confidential plans and docu- 
ments, narcotics, gauges, tools, etc. 


@ Emergency Police Call: Provides means for sum- 
moning police direct to premises in case of emergency. 


PATROL SUPERVISION 
FOR WATCHMEN AND GUARDS 


©@ Central Station Watchman’s Reporting Service: 
Provides signaling stations electrically connected to the 
A.D.T. Central Station to which the watchman reports 
at prearranged intervals. Failure to signal is immedi- 
ately investigated. 


OTHER A.D.T. SYSTEMS 


© Heating System Supervision: Electrically supervises 
temperature, flame failure, oil supply, vacuum, pressure, 
humidity, current supply, pilot safety, automatic stoker. 
For coal, gas or oil fired systems. 


© Industrial Process Supervision: Electrically super- 
vises temperature, humidity, power, water supply, etc., 
in various industrial processes such as mixing, cooking, 
drying, cold storage, etc. 


The benefits derived from A.D.T. Protection are far- 
reaching....May we tell you how it can benefit you? Write 
our Executive Offices, 155 Sixth Avenue, New York, 
N.Y., for free descriptive booklets. 














Controlled Companies of AMERICAN DISTRICT TELEGRAPH CO. 155 Sixth Avenue, New York, N. Y. 


CENTRAL STATIONS IN Att Fes GCIPAL Girees SF THE UNITED STATES 




















14 HaNATIONAL UNDERWRITER 











What’s good for the companies is good for 
the agents ... and what’s good for the 
agents is good for the companies . . . our 
problems and our destiny are inseparable. 
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Hubbard Rilices 
as Hanover Head; 
Sammons President 
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with one of the finest analytical minds 
in the business. He is adept at sizing up 
situations and has a notable record of 
developing new men into capable exec- 
utives. He was for many years in the 
field before going to the home office. 


Started With Sun 


Mr. Hubbard’s first job after leaving 
school in Elgin, Ill., where he was born, 











BEN S. McKEEL 


was supply clerk in the Sun’s western 
department in Chicago. It was natural 
for him to enter the insurance business, 
as his father, one of Elgin’s leading 
citizens and at one time its mayor, ran 
an insurance agency there, which, in- 
cidentally numbered Hanover and Sun 
among its companies. 

Mr. Hubbard’s next move took him to 
Hanover’s western department, in the 
underwriting department. A couple of 
years later he went into the field as special 
agent in Illinois, Kentucky and St. Louis 
territory. In 1903 he was recalled to the 
Chicago office as assistant general agent. 
Following the great fire in San Fran- 
cisco in 1906 Hanover sent him there to 
adjust losses. After remaining there 
nearly a year he returned to the Chicago 
office as assistant western manager un- 
der C. W. Higley. The two men were 
close personal friends as well as business 
associates. 

Deciding to retire from active busi- 
ness in 1923, Mr. Hubbard went to live 
in Fort Myers. After 11 years of leisure 
he was asked to take the presidency of 
Globe & Rutgers and made an out- 
standing record in handling a difficult 
situation. Later he became chairman of 
the board. In 1938 Hanover asked him 
to return as president. 


Sammons with Hanover Since 1902 


Mr. Sammons has been with Hanover 
since 1902, having been hired as an office 
boy in the southern department when 
he left school in Brooklyn. A director 
since 1938, Mr. Sammons has_ been 
closely associated with Mr. Hubbard in 
the management of the companies and 
has had personal charge of the auto- 
mobile and the loss departments. He is 
a director of the National Automobile 
Underwriters Association, a member of 
the loss committee of the National 
Board, and has served on various com- 
mittees of the Eastern Loss Executives 
Conference and other insurance organi- 
zations. He lives in Pelham, , 

Mr. Sammons organized Hanover’s 
automobile department and was at one 
time examiner in the Pacific Coast de- 
partment, following which he was placed 
in charge of the brokerage department. 
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‘Ad Conterence to 
Hold Parley at 
Rye, N. Y., Jan. 14-15 


NEW YORK—The Insurance Ad- 
vertising Conference will hold its an- 
nual meeting Jan. 14-15 at the West- 
chester Country Club, Rye, N. Y. A 
business session will be held Sunday at 
4 p. m., followed by the president’s re- 
ception and the annual dinner. The 
Monday session will start at 10:30 a. m. 
Speakers will be W. S. Crawford, in- 
surance editor New York “Journal of 
Commerce,” on “Why Advertise?”’; F. 
D. Eubank, educational director Royal, 
“What Does Insurance Education 
Mean?” and R. B. Umberger, executive 
vice-president Industrial National Bank, 
Chicago, “Spot Cash Auto Purchase 
Plan.” Following the luncheon 
John Orr Young, public relations coun- 
sel, national industrial information com- 
mittee of the National Association of 
Manufacturers, will speak on “A Timely 
Job for the Insurance Industry.” The 
final speaker will be Harry G. Helm, 
Glens Falls, president of the I.A.C., who 
will discuss public relations. 

Hardy Burt, director of public infor- 
mation Association of Casualty & Surety 
Executives and editor of the “Casualty 
& Surety Journal, will be the luncheon 
speaker Monday. His topic will be 
“Postwar Public Relations in Casualty 
Insurance.” 2 





He has had a thorough training in all 
branches of underwriting. Mr. Sammons’ 
long association with the company and 
his experie nce in the insurance business 
make it evident that the Hanover and 
Fulton will continue to be conducted on 
the same sound basis that has character- 
ized their operations in the past. 

Mr. McKeel, after serving in the 
North Carolina field with National 
Union and New York Underwriters, be- 
came manager of the General Cover 
Underwriters Association in 1938. He 
remained there until May 1, 1944, when 
he became vice-president of Hanover 
and Fulton. He is a past most loyal 
grand gander of Blue Goose. 





“Planned Salesmanship,” by Cousins, 
the book for accident and health men. 
$3.00 from National Underwriter. 








A well ne. agency. . good Kentu 
territory wants a General Agency contract wit 
a stock fire insurance 1 
property insurance, cargo “and automobile in- 
surance. Can begin pl 

ately after contract is executed. Address A-86, 
The National Underwriter. 175 W. Jackson Blvd., 
Chicago 4, Illinois. 




















FOR SALE 


Large old established local agency in 
Northwest Iowa, for cash. Reason, retir- 
ing. Address A-92, The National Under- 
writer, 175 W. Jackson Blvd., Chicago 4, Ill. 














WANTED 
Adjusters, Accountants. experienced in Fire and 
Property Lines. State age. qualifications and 
experience—HOME MUTUALS, Appleton. Wis- 
consin. 











SPLENDID OPPORTUNITY FOR 
FLORIDA 
FIRE AND CASUALTY SPECIAL AGENT 
In reply. state age and past experience. 
AMERICAN INDEMNITY COMPANY 


Galveston, Texas 

















FIRE FIELD MAN AVAILABLE 
Experienced and c le of handling good 
sized territory in Middle Western States Prefer 
connection with a stack fire company that re- 
quires services of representative to develop their 
agency plant in that territory. Good a. 
Excellent references. Address A-88, The National 
apes Co., 175 W. Jackson Blvd., Chicago 
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NEWS OF FIELD MEN 





Busch Elected President 
of Intermountain Group 


SALT LAKE CITY—At the annual 
meeting here of the Intermountain Fire 
Underwriters Association, A. R. Busch, 
Home, was elected president, succeeding 


L. W. Keyser, general agent; W. M. 
Anderson, North America, vice-presi- 
dent; W. Lundquist, Royal-Liver- 


pool, secretary-treasurer. On the exec- 
utive committee are Mr. Keyser, E. G. 
Eldredge, general agent; L. L. Dibble, 
special agent Selbach & Deans; Frank 
Robinson, North: British & Mercantile. 

The Utah-Idaho Blue Goose initiated 
five candidates, followed by a business 
session and buffet supper. About 50 at- 
tended. 


To Discuss Future SWIS 
Inspections at Peoria 


At the meeting of the Illinois Fire 
Underwriters’ Association in Peoria Jan. 
25, members of the SWIS evaluation 
committee of the Illinois Fire Preven- 
tion Association will conduct a discus- 
sion of war plant inspections up to date 
and go into suggestions for procedure 
on future inspections. Members of the 
committee are D. J. Harrigan, St. Paul 
Fire & Marine; C. L. Petterson, Sun; 
R. Y. Dievendorf, Northern of England, 
president of the fire prevention associa- 
tion, and A. R. Rathslag, Fire Associa- 
tion chairman of the committee. 

Lt. Sol. J. K. Lawton, industrial offi- 
cer of the 6th service command, will be 
the principal speaker. 


Takes Over as Oklahoma, 
Arkansas State Agent 


Noble C. Birmingham now has as- 
sumed his new duties as state agent in 
Oklahoma and Arkansas for London 
Assurance and Manhattan Fire & Ma- 
rine. A native of Oklahoma, Mr. Bir- 
mingham attended Oklahoma A. & M. 
and started his insurance career at Okla- 
homa City with Phoenix of Hartford. 
For several years he has been special 
agent of the Phoenix-Connecticut group 
in Kansas. His headquarters will be at 
Petroleum building, Oklahoma City. 


Hear Talk on New Fire Policy 


The New Jersey Special Agents As- 
sociation held a dinner in Newark Jan. 
9, at which Edward Gaulkin, Newark 
attorney, talked on the new standard fire 
policy now effective in New Jersey. 


St. Louis Pond Hears Evans 
O. D. Evans, Standard Underwriters 














Agency, president Insurance Board of 


St. Louis, addressed the St. Louis Blue 


Goose Monday, reviewing the history of 


the Insurance Board and stressing the 
need for continued cooperation between 
field men and agents. 





Brandt South Jersey Special 
Agent of North British 


The North British group has ap- 
pointed Carl L. Brandt, formerly super- 
visor in the middle department at the 
home office, special agent for the south 
Jersey field. He will make his head- 
quarters with State Agent R. R. Bum- 
sted and Special Agent R. R. Thompson 
at the Newark office, Federal Trust 
building, 24 Commerce street. 

Mr. Brandt joined the company in 
1919 as file clerk in the middle depart- 
ment at the New York office. He was 
made supervisor in 1941. By knowledge 
and experience he is particularly well 
qualified to assume his new responsibili- 
ties. 





L. L. Rowe, Retiring, Honored 
by Sioux Falls Blue Goose 


The annual dinner-dance of the 
Sioux Falls Blue Goose Luncheon Club 
honored Lloyd L. Rowe of Western 
Adjustment, who retired Jan. 1 after 20 
years with that organization. A bou- 
quet was presented to Mrs. Rowe and 
an appropriate gift was presented to 
both Mr. and Mrs. Rowe. Martin L. 
Cogley of the Regan agency was toast- 
master at the dinner. Talks were given 
by E. W. Beardsley and R. W. Hay- 
ward, who presented the gift. A cer- 
tificate of life membership in the Da- 
kota Blue Goose was presented by 
Most Loyal Gander Wayne C. Foster. 


Western Adjustment Dinner 


Mr. and Mrs. Rowe also were hon- 
ored at a dinner given by E. W. Beards- 
ley, regional supervisor of Western Ad- 
justment for South Dakota. All resi- 
dent adjusters, the entire staff of the 
Sioux Falls office, their wives and of- 
fice employes were present. A travel- 
ing bag was presented to Mr. and Mrs. 
Rowe. Mr. Rowe started with West- 
ern Adjustment in Minneapolis and la- 
ter was transferred to South Dakota. 





Michigan Blue Goose to 
Confer Life Memberships 


DETROIT—Life memberships in the 
Michigan Blue Goose will be conferred 
upon J. V. Barry, former commissioner; 

/, C. Gerow, Kalamazoo, secretary 
Detroit National Fire for southwest 
Michigan; G. K. March, president and 
general manager Detroit National, and 
S. S. Post at the winter meeting here 


Jan. 16. Twenty-five-year silver pins 
will be presented to B. R. Ashton, H. 
K. Hollister, H. F. Hosford, W. C. 


Howe, C. A. Lyons, L. I. McKay, F. 
D. Row, A. P. Theophile and H. V. 


Tisdale at the same ceremony. W. T. 
Benallack, secretary Michigan Fire & 
Marine and past most loyal grand 


gander, will make the presentation ad- 
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Aunual Statements 


by the Offset Printing Process 
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THIS LOSS COULD 
HAVE BEEN AVOIDED 





OIL AND GREASE ABSORBENT 


aud... fiel_ fh... 
Di-DriSoluble 


OIL, WATER AND SOLUBLE OIL SOLUTION ABSORBENT 


Reduce — FIRE HAZARDS 


fer METALWORKING PLANTS, FACTORIES, MA- 
CHINE SHOPS, CHEMICAL PLANTS, BREWERIES, 
REFINERIES, POTATO CHIP and PEANUT PLANTS. 
POWER PLANTS. SHIPS, SHIPYARDS, SHIP RE- 
BUILDERS. AUTOMOBILE SERVICE STATIONS, RE- 
PAIR SHOPS, GARAGES. RAILWAY SHOPS, 
ROUNDHOUSES, CAR BARNS. PAINT SHOPS, OIL 
STORAGE, PRINTING and DRYCLEANING PLANTS. 


RECOMMEND THESE PRODUCTS 


In thousands of industrial plants, service stations and 
other places where oily, grease-soaked floors are a con- 
stant threat of fire and costly accidents due to falls, 
these two OIL-DRI products afford welcome relief. 





Both satan « remove in- 


tions of 





oil and grease. 








Prevent — 
COSTLY ACCIDENTS 
Due to Falls 


Skiddy, slippery floors are responsible for thousands of 
avoidable accidents that cause the loss of countless 
production hours so vital to the war effort. Nearly one 
percent of these falls are fatal . . . Worker's compen- 
sation payments and other losses due to such accidents 
lay a heavy toll on insurance companies. 





Both products prevent haz- 
erdous falls, by making 
floors skidproof, 

A substantial portion of these losses can now be pre- 
vented by the systematic use of OIL-DRI and OJL-DRI- 
SOLUBLE. It will pay you to recommend these products. 






We maintain a national sales organization to 
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dress. E. A. Guest, Detroit poet, will 
speak at the banquet. 


W. Va. Field Meet Jan. 31 


The annual meeting of the West Vir- 
ginia Fire Underwriters Association is 
being held at the Hotel Prichard, 
Huntington, Jan. 31. 


E. C. Clarke, Jr., in Old Post 


Eugene C. Clarke, Jr., ‘who served 
more than two years in the coast guard, 
has been honorably discharged. He was 
attached to the coast guard training sta- 
tion at St. Augustine, Fla., doing classi- 
fication and personnel work. He has re- 
turned to his former position of special 
agent for New Hampshire and Granite 
State in Georgia and South Carolina un- 
der the supervision of John J. McKay, 
manager at Macon, Ga. 


Ill. Pond Dinner Dance 


The Illinois Blue Goose will hold a 
dinner dance in the Marine dining room 
of the Edgewater Beach hotel Feb. 10, 
open to members and their families. 

The pond at Peoria Jan. 24, the eve- 
ning before the semi-annual meeting of 
the Illinois Fire Underwriters Associa- 
tion, will hold a dinner, initiate 25 gos- 
lings, and honor Joseph D. LaTeer, 
state agent of Agricultural and a vet- 
eran in the field, who has retired. 


Field Men Take Minn. “Exam” 


MINNEAPOLIS—A group of Min- 
nesota field men this week took the 
agents’ qualification examination re- 
quired by the insurance department. 
Preceding the examination they attended 
a meeting of the Minnesota Underwrit- 
ers Association at which John McHale, 
state agent of New York Underwriters, 
talked on insurance bills that will be 
considered by the Minnesota legislature. 

The field men also attended the din- 
ner meeting of the Insurance Club of 
Minneapolis at which James Hiner, Jr., 
director of the veterans’ information and 
referral office in Minneapolis, discussed 
ways and means by which veterans may 
get back into the insurance business. 


Hughes to Oklahoma 


C. K. Hughes has been appointed spe- 
cial agent of the Phoenix-Connecticut 
group in Oklahoma and will work with 
State Agent H. M. Sisson. 

Mr. Hughes is an experienced field 
man and has traveled Oklahoma. Re- 
cently he has been special agent of 
American in central Missouri. 


Field Men to Hear Minister 


Harry T. Minister of Columbus, 
president of the Ohio Association of 
Insurance Agents, will speak before the 
Ohio Stock Fire Insurance Speakers 
Association in Columbus, Jan. 29. 




















Indiana Blue Goose Schedule 


Officers and committee chairmen of 
the Indiana Blue Goose met Monday 
with Most Loyal Gander Jesse E. 
Miller, Ohio Farmers, to make plans 
for coming meetings. A business meet- 
ing and initiation is planned for Feb. 19, 
an Easter mixed party April 7, a golf 
party June 4 and the gunual meeting 
July 2. Thirty-nine members are now 
in the service, about half of them over- 
seas. 





Gilbert with Ohio Farmers 


R. L. Gilbert has been appointed spe- 
cial agent of Ohio Farmers for Indiana. 
For the past seven years he has been 
an auditor for Foster & Messick, Indi- 
ana managers of U. S. F. & G. 





Sunflower Puddle Stag 


The New Year “stag” of the Sun- 
flower Blue Goose puddle at Wichita 
had more than 50 in attendance, includ- 
ing a number of special guests. All 
present signed a New Year letter to 
W. S. Gibbons, St. Paul state agent 
who was confined to Wesley Hospita 
at the time. Charles Gooch, Under- 
writers Adjusting, and W. H. Moore, 


Central Kansas Adjustment, were in 
charge. 





Kansas Dinner-Bridge-Dance 

The annual dinner-bridge-dance of the 
Kansas Blue Goose will be held Jan. 
15 in Topeka, with W. Barrett, 
Fireman’s Fund, in charge of arrange- 
ments. The bi-monthly gathering of 
the Kansas Fire Underwriters Associa- 
tion will be held the next day. 

The history of the Kansas _ pond, 
which has long been in preparation by 
N. K. Nelson, Great American, an early 
M. L. G., has been completed and is 
now in the hands of the printers. 





The evaluation committee of the 
Kansas SWIS meets Friday in Wich- 
ita. The executive committee will meet 
at the same time. 

The California Blue Goose will hold 
a dinner dance Jan. 19 in Los Angeles. 








Sandels to A. F. Shaw & Cos 
Van Deventer His Successor 
in Inspection Bureau 


Philip J. VanDeventer, consultant in 
the rating department of the Cook 
County Inspection Bureau, Chicago, has 
been appointed superintendent of rat- 
ing. He succeeds Francis W. Sandels, 
who resigned to join the A. F. Shaw & 
Co. agency of Chicago. Mr. Sandels 
will have to do chiefly with fire rating 
and engineering, which makes up most 
of his experience, but also will do some 
production work. 

Mr. VanDeventer is a graduate of 
University of Chicago, 1924, and started 
with the rating department of the Chi- 
cago Board, being in the field doing in- 
spection work and later in the office as 
a rater, checker and consultant. The 
bureau has not announced a successor 
to Mr. VanDeventer in the consultant 

ost. 

r Mr. Sandels is a graduate of the fire 
protection and engineering course at 
Armour Institute, 1929, previously hav- 
ing attended the University of Chicago. 
He worked in the Chicago Board on 
summer vacations and then on a full- 
time basis in the rating department after 
graduation. He has been superintendent 
of rating of the inspection bureau since 
it was organized in 1942. 

The fire department of A. F. Shaw & 
Co. continues in charge of William Wis- 
newski, who has been in charge of fire 
underwriting for 15 years and connected 
with the office for 25 years. 





Argue State Farm Case 


WASHINGTON — The Supreme 
Court this week tackles the question of 
whether a Wisconsin insurance regula- 
tion places an undue burden on inter- 
state commerce. The problem arises in 
State Farm Mutual Automobile vs. 
Duel, schedvled for argument this week. 

At issue is a Wisconsin ruling re- 
quiring State Farm to maintain a 50% 
reserve against membership fees col- 
lected throughout the country. The 
company contends the ruling unduly 
burdens -commerce in insurance, as a 
result of the S.E.U.A. decision. 

The court denied petitions for writs 
of certiorari to review: 

No. 711, Aetna Casualty vs. Kishwau- 
kee Special Drainage District; No. 729, 
Aetna Fire, vs. Henry Dubois Sons Co. 





C. & R. Moves Phila. Office 


The Philadelphia office of Corroon & 
Reynolds has been moved to larger 
quarters at 322 Walnut street, where it 
occupies the third floor. For the past 
two years the office has been under the 
management of John M. Owen, servic- 
ing Philadelphia and suburbs and south 
Jersey, Maryland, Delaware and the 
District of Columbia. 

In his work, Mr. Owen has been as- 
sisted by State Agent W. Brooks Evert 
and Special Agent Percival Collins, who 
will also make their headquarters at the 
new address. 3 








The new 


MISSOURI 


UNDERWRITERS’ 
HAND-BOOK 


has just been issued presenting: 


1. Complete informa- 
tion regarding companies 
licensed in the state, in- 
cluding a special home 
state company section. 


2. A directory of in- 
surance organizations, 
both state and national. 


3. A summary of state 
insurance laws. 


4. Premiums and losses 
of fire and casualty com- 
panies for the last two 
years. 


5. Insurance paid for 
and in force of life com- 
panies for the last three 
years. 


6 A special listing of 
fire, casualty and life field 
men, general agents and 
managers. 


7. All licensed local 
agents and brokers listed 
by cities and towns with 
fire protection classifica- 
tions and populations. 


8. A directory of ad- 
justers. 


The National Underwriter pub- 
lishes Underwriters’ Hand-Books for 
Chicago and the following states: 
Ala.-Ga.-Fla.; -Ark.; Cal. (including 
Ariz. and Nev.); Rocky Mountain 
(including Colo., Idaho, Mont., N. 
Mexico, Utah and Wyo.); Ill.; Ind.; 
lowa; Kan.; Md.-Del.-D.C.; Mich.; 
Minn.; Mo.; Neb.; N.D.-S.D.; Ohio; 
Okla.; W. Va.; and Wis. 


For further information write: 
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North Carolina Rating 
Bill Is Introduced 


(CONTINUED FROM PAGE 5) 
tions, orders or fraternals operating on 
the assessment plan. 

In the casualty field it is provided 
that every insurer should be either a 
member or subscriber of a licensed rat- 
ing bureau or shall for itself make its 
own rates. 

The rating bureau shall not be sub- 
ject to direction or control of any other 
bureau. Its agreements, rules and regu- 
lations, etc., must be approved by the 
commissioner. 

Any rating berenn or insurer that 
makes its own rates shall after written 
request and upon payment of reasonable 
charges, furnish to any person affected 
by any rate full information regarding 
the rate and reasonable means must be 
provided whereby any person affected 
by a rate may be heard. 

All rates, rate manuals, classification 
plans, etc., must be approved by the 
commissioner and it is provided that 
they are not to be “excessive, inade- 
quate, unreasonable or unfairly discrim- 
inatory.” 


File Experience by Oct. 1 


Every insurer shall file before Oct. 
1, a schedule of premiums and losses 
on all classes and any other informa- 
tion that the commissioner requires. An 
insurer may make request to the com- 
missioner for approval of a deviation 
and must specify the basis for the devi- 
ation. The commissioner shall hear the 
insurer and the rating organization and 
shall approve the deviation if he finds 
it to be justified. 

The commissioner after notice and 
hearing may order discrimination re- 
moved. The commissioner is empoyw- 
ered after notice and hearing to order 
that rates be altered or revised so as to 
be reasonable, adequate and not un- 
fairly discriminatory. 

A rate in excess of that promulgated 
may be charged on any specific risk 
with the written consent of insured and 
commissioner. The commissioner at 
least once in every five years must ex- 
amine every rating bureau, the cost to 
be paid by the bureau. He may, how- 
ever, waive such examination if the rat- 
ing bureau has recently been examined 
by another state and a copy of the ex- 
amination is supplied to the North 
Carolina commissioner. 

The casualty section would not apply 
to reinsurance, to insurance of legal li- 
ability in connection with property lo- 
cated outside of North Carolina, marine 
insuranee, inland inarine, automobile, 
life, health or accident, workmen’s com- 
pensation, title, credit or annuities. It 
shall not apply to non-profit hospital 
service or medical service organizations 
or mutual benefits or fraternals. 


W. C. Rate Law 


Since there are already in operation a 
workmen’s compensation rating bureau 
and automobile rate administrative of- 
fice, with supervision over compensation 
and automobile liability and property 
damage rates, respectively, the commis- 
sion felt it advisable to continue their 
operation under the present law with the 
exception of permitting deviations where 
none was permitted in the past. 

The article entitled “Rate Regulation 
of Miscellaneous Lines” is intended as a 





NEW YORK 


W. M. SINGER SENTENCED 

W. M. Singer, 35, vice-president and 
treasurer F. B. Singer Co., brokers, 
New York, was sentenced to serve from 
five to ten years in Sing Sing prison by 
Justice Bohan in general sessions after 
pleading guilty to stealing $13,000 by 
forging promissory notes from Isador 
Mogel, operator of the M. & K. Hand- 
kerchief Co. Justice Bohan refused per- 
mission to change the guilty plea when 
Mr. Singer sought to change it, plead- 
ing he did not know he would be sen- 
tenced as a second offender. He had 
been convicted of attempted grand lar- 
ceny once in 1935 and again in 1937. 





MONTGOMERY NOW CONSULTANT 


William J. Montgomery, who left the 
Ernest W. Brown, Inc., organization 
last year after a long service as vice- 
president, is now offering an insurance 
management service at 475 Fifth avenue, 
New York. His organization offers both 
insurance analysis and continuing insur- 
ance service, aiming its advertising at 
business firms which do not have a full- 
time insurance manager. During his 
connection with the Brown organization, 
Mr. Montgomery handled many of the 
largest department store and other busi- 
ness lines in the country and is re- 
spected throughout the insurance busi- 
ness for his knowledge of insurance 
technicalities. 


ED. C. SMITH MAKES CHANGE 


Ed. C. Smith has become associated 
with the “Weekly Underwriter” as as- 
sistant secretary. He will be connected 
with the business production depart- 
ment. The past seven years he has been 
public relations counsel, publicity and 
advertising manager of Alfred M. Best 
& Co., which connection he recently re- 
signed to become associated with Jack 
Piver, publisher of “Pacific Insurance.” 

Mr. Smith has been engaged entirely 
in insurance advertising and publishing 
and in insurance public relations work 
for the last 15 years. Prior to that he 
was for five years advertising manager 
and purchasing agent of the old West- 
ern & Southern Indemnity and Western 
& Southern Fire of Cincinnati. He later 
went with the “Insurance Field” as as- 
sociate editor. 


SMITH REELECTED 


A. J. Smith of Zweig, Smith & Co., 
was reelected president of the New 
York City Local Agents Association. 
Other officers reelected are Charles 
Bellinger of the Perrin agency, vice- 
president, and E. Stanley Jarvis, West- 
field, N. J., secretary-treasurer. 


catch-all which would prohibit a com- 
pany or a bureau filing rates on behalf 
of more than one insurer from making 
any discrimination in the rates made or 
filed either by the bureau or by an indi- 
vidual insurer. The rates for all these 
miscellaneous lines are required to be 
filed with the department whenever the 
commissioner may call for such filing 
and the article is applicable to individual 
insurers as well as to rating bureaus. 


Charles M. Mills, formerly Missouri 
special agent for North British, has 
been commissioned a 2nd lieutenant and 
is spending his leave in Kansas City 
and Clinton, Mo. 














J. G. Hubbell, 


H. B. Chrtesingee, {Manavers 
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IF YOU SHOULD DOUBT- 


LET US SHOW YOU! 





@ Would FIRE-FOG prove effective in quenching 
oil fires ?—that was the question. What better way 
to answer than to make an actual fire test? 

A test-tank 5’6” x 9’ was partially filled with 
fuel oil, a quart of gasoline used to set off the fire, 
and in 20 seconds the entire area was ablaze. It 
was permitted to burn for one minute and thirty 
seconds. 


Then FIRE-FOG “took command.” 


From strategically located nozzles misty sprays 
of FIRE-FOG blanketed the burning oil—and in 
37 seconds the fire was extinguished! 

The conclusion is obvious. When a particularly 
dangerous fire hazard exists, no matter what its 
nature, ask us to show you how and why an “Auto- 
matic” FIRE-FOG System will provide adequate 
protection. Entirely automatic in operation, 
FIRE-FOG goes into action when fire breaks out, 
and in almost less time than it takes to tell, 
blankets . . . isolates . . . and quenches. 


“Automatic” manufactures and 
installs a complete line of fire pro- 
tection devices and systems for all 
types of fire hazards. Write for com- 
plete information — we'll furnish it 
cheerfully. 


nati 


Autor SPRINKLER CORPORATION OF AMERICA 
YOUNGSTOWN, OHIO... OFFICES IN 31 CITIES 
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EDITORIAL COMMENT 





Calling Off Conventions 


The calling off of conventions will be 
accepted patriotically by the various in- 
surance associations that had been plan- 
ning to hold gatherings this year. In- 
surance people, being extensive travel- 
ers, had seen for themselves the hotel 
and train congestion that has been caused 
by the multiplication of the meet- 
ings and conventions and the very large 
increase in attendance due to optimism 
as to the course of the war and to the 
prosperous times. The decision, we be- 
lieve, was inevitable. 

The many insurance people who are 
required to be on the road most or ali 
of the time in line of duty, are partict- 
larly thankful that the order has been 
issued, as they expect that this will lift 
some of the pressure from railroads and 
hotels so that necessary business travel 
can be done more comfortably. 

The order will be distressing to those 
insurance associations that have sched- 
uled conventions for the near future and 
have made a lot of arrangements, par- 
ticularly the National Association of In- 
surance Agents whose mid-year meeting 
was scheduled for Cincinnati late in 
February and the National Association 
of Life Underwriters which was to have 
had its mid-year meeting early in March 
at Omaha. 

There is one organization that should 
by all means seek to get government 
blessing for its meetings and that is the 
National Association of Insurance Com- 
missioners. Those meetings are different 
from the usual trade association conven- 
tion. It is an organization that has im- 
portant work to do in connection with 
the actual government of insurance and 
it was never more important that it 
should function as a congress in these 
days of such great uncertainty follow- 
ing the S.E.U.A. decision. 

Conventions have come to be such an 
important part of insurance life in this 
country that it will be a strange experi- 
ence to see them disappear almost en- 
tirely. However, a number of the im- 
portant associations last year and in 
previous war years have abandoned or 
curtailed their meetings, so as a matter 
of fact, there has been a transition 
period. 

It would be unfortunate if a large 
number of organizations in various fields 
should seek to establish essentiality for 
their conventions and if the government 


should be persuaded to give ,them 
clearance. 
“Requesting” the cancellation of all 


conventions requiring attendance by 50 
or more may serve to clear the air if 


it is enforceable and enforced. Assuming 
for the moment that such drastic action 
is actually necessary and that it can be 
enforced legally and not by an absurd 
stretching of wartime powers, it would 
seem that anything would be better than 
the previous system of having the office 
of defense transportation write letters 
to organizations asking them to call off 
their contemplated conventions. 

The result of this was about on a par 
with asking people to meet the gasoline 
shortage by doing less driving: some 
conscientiously observed the request. 
Others, seeing that conventions seemed 
to be going on everywhere almost un- 
diminished, figured that if things weren’t 
any worse than that there was no need 
to take the ODT request too seriously. 

There was some tendency for the 
public, rather than giving the canceling 
organizations any particular credit, to 
feel that they probably didn’t have any- 
thing very important to confer about 
anyway. This was distinctly unfair, as 
many of the meetings that were can- 
celled would have been just as important 
to the membership as many that were 
held. 

Unless some way can be found to set 
standards which will be fair as to the 
essentiality of proposed conventions, the 
new plan will be no better than the 
old one. If legal compulsion is lacking 
and it appears that the government 
takes a rather liberal view of how im- 
portant a gathering is to the winning of 
the war, the reaction is going to be, 
“Well, maybe we're not going to win 
the war with our convention but if the 
such-and-such association is getting 
away with it, I guess we’re just as 
essential to the war effort as they are.” 


And. we'll be right back where we 
started. 
There is, of course, some question as 


to what extent a complete ban on con- 
ventions would cut civilian travel in the 
aggregate, particularly when it is re- 
membered that under present travel con- 
ditions nobody is going to a convention 
just for the fun of it. Many conven- 
tioneers, especially if a convention is 
held in a large city, have business to 
transact there anyway and merely time 
their trip so as to take in the convention 
too. It is argued, too, that the convention 
supplies the equivalent of the ancient 
market place, bringing people together 
and permitting them to transact busi- 
ness without wasting a lot of time mak- 
ing trips to hunt up the persons they 
want to see. 


Great things happen when energy gets 
chummy with enterprise. 
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“John wants to be as sure as possible of good luck and security—so he put up 
our insurance hemes in — of the horse shoe.” 








__PERSONAL SIDE OF THE BUSINESS 





The engagement is announced of Lt. 
(j.g.) John Ward Seabury, son of C. 
Ward Seabury, chairman of Marsh & 
McLennan, Chicago, and Mrs. Seabury, 
and Charlenne Adrienne Brown, daugh- 
ter of Lt. and Mrs. Grant Houston 
Brown of Highland Park, IIl. 

Lt. Seabury recently returned from 
seven months overseas. He participated 
in the invasion of southern France. He 
is a graduate of Yale. Miss Brown 
graduated from the University of Wis- 
consin. Her father is stationed at Great 
Lakes Naval Training Station. 

Thomas E. Wood, Cincinnati agent, 
past national commander of the Marine 
Corps League, recently inducted Lt. 
Tyrone Power, prominent motion pic- 
ture actor, into the Cincinnati detach- 
ment of the league, as a feature of a 
6th war loan rally. 

Edward G. Hunt, director of the Lon- 
don brokerage firms of Cox & Kings 
and Bevington, Vaizey & Foster, Ltd., 
is visiting a number of cities in the 
United States. His firm has extensive 
American connections and in normal 
times he visits the country every year. 
This is his first trip since 1939. 

Col. Perrin C. Cothran, vice-president 
of Phoenix of Hartford, has resigned as 
a member of the municipal board of 
finance there because of the pressure of 
business. He is planning a business visit 
to Cuba in the near future. 

Philip D’Ambrumenil, who was re- 
cently elected deputy chairman of 
Lloyds for 1945, has been knighted by 


King George. He has been an under- 
writing member of Lloyds since 1912 
and is also a Lloyds broker. He was 
first elected to the Committee of Lloyds 
in 1929 and he received the gold medal 
for distinguished service to Lloyds in 


1943. He has made three visits to this 
country. The first was in 1939 in con- 
nection with the creation of Lloyds 


American trust, the second when he was 
a member of a mission headed by Sir 
Eustace Pulbrook to work out the plan 
which finally resulted in the creation of 
the British Insurance Communications 
Office known as “BICO,” and the third 
early in 1943 when he came over to help 
inaugurate “BICO.” 

Harry E. Reynolds, veteran Duluth 
agent and former chairman of the execu- 
tive committee of the Minnesota Asso- 
ciation of Insurance Agents, who was 
compelled to give up his insurance work 
two years ago because of his health, 
writes Minneapolis friends that he grad- 
ually is recovering his health at Alham- 
bra, Cal., where he now lives. 


John M. Hennessy of the Moellman & | 


Hennessy agency, has announced as a 
Democratic candidate for mayor 
Louisville. He has been Democratic 
campaign chairman and has long been 
active in politics but has never held 
public office. 

C. M. Cartwright, editor 
NATIONAL UNDERWRITER, who had an op- 


eration at the Evanston (Ill.) Hospital | 


Dec. 11 for cataract on his right eye. 
had to undergo another operation due 
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to OTT complications. He was 
dismissed from the hospital last Sunday 
and is now at home, 2215 Lincoln street, 
Evanston, Ill., where he will be subject 
to further treatment and adjustment un- 
til a final formula for glasses is worked 
out. 

Lloyd W. Brown, second vice-presi- 
dent of Firemen’s in the western de- 
partment in Chicago, has been in Evan- 
ston hospital for a check-up. He is ex- 
pected back in his office in a week or 
two. 

O. P. Alford, head of the O. P. Alford 
& Co. agency of Chicago, underwent 
an operation for a cataract and is now 
at his home. 

Frank T. Priest of Dulaney, Johnston 
& Priest, Wichita, former member of 
the executive committee of both the 
N.A.I.A. and the Kansas association, 
who has been confined to St. Joseph 
Hospital since Christmas, has improved 
sufficiently to be removed to his home 
but is not expected to return to his 
office before February. Several blood 
transfusions were given during the first 
days of his attack. 

E. H. Shiel, executive special agent 
of Vernon General, was painfully in- 
jured in an auto accident at Marion, 
Ind. His car went out of control be- 
cause of the icy pavement and Mr. 
Shiel suffered a back injury. 


DEATHS 


Col. Virgil L. Anderson, 45, formerly 
a member of the Anderson-Roberts Co., 
Tacoma agency, died in an army hos- 
pital at Palm Springs, Cal. He was 
flown to the United States from the 
South Pacific after he contracted a 
tropical disease. Shortly before he be- 
came ill, he was promoted to colonel 
and was awarded the Silver Star for 
gallantry in action. He had also been 
awarded the Bronze Star and Purple 
Heart. His former partner, Jack Rob- 
erts, is now a first lieutenant in the 
army. 

Richard M. Childress, 71, Chatta- 
nooga local agent, suffered a heart at- 
tack and died on the street while wait- 
ing for a bus. 

Paul H. Holm, Lincoln, Neb., local 

agent, died at his home there. He was 
organizer of the First Trust Company 
of Lincoln. 
_ Fred C. Sammis, 77, for many years 
in the insurance business in Minneapo- 
lis, died at the home of his son in New 
York. 

Leo P. Kalahar, 56, Traverse City, 
Mich., local agent for a number of 
years, died at his home after a long ill- 
ness. He had served as an examiner for 
the state banking department and had 
been exceptionally active in civic affairs. 

Guy S. Luther, 55, state agent in 
western New York for Automobile and 
Standard Fire, died at his home in 
Rochester. He — been with these 
companies since 192 A brother, K. A. 
Luther, is general agent of Aetna Life 
in New York. Representing the home 
office at the funeral were James F. Dis- 
sell and K. T. Cookingham. 

_Mr. Luther, before joining Automo- 
bile, was with the New York Fire In- 
surance Rating Organization and the 
old reinsurance pool. 

William Rodiek, 78, well known in- 
surance and real estate agent of South 
St. Louis, died after a long illness. He 
was one of the charter members and a 
past president of the Associated Fire 
Insurance Agents & Brokers of St. 
Louis. 

J. Edgar Lyons, 73, Elyria, O., 
agent, died there. 

Guy A. Inman, former coast manager 
of Fidelity & Guaranty Fire with head- 
quarters in San Francisco and for the 
Past sevefal years engaged in commer- 
cial activities and general brokerage, 
died at his home there after a short 
illness. 

Fred C. Scheidecker, 68, local agent at 
Laurel, Mont., died at his home there. 

Samuel 0. Dillman, 71, Oregon City, 


Ore., local agent, died at his home from 
a heart attack. 





local 


oN U. 5. WAR SERVICE. 


Thomas Trabue, Nashville local agent 
before entering the army, is a casualty 
of war, having had two fingers shot off 
in France. He has been evacuated to 
a home hospital. 





Joe Holman, Jr., associated with his 


father, Joe Holman, Sr., in a_ local 
agency in Springfield, Tenn., previously 
reported “missing in action,” is a pris- 


oner of war in Germany, according to 
a letter received by his wife. 


Lt. (j.g.) J. Byron Hayes, who for a 
short time was connected with Under- 
writers Adjusting at Fort Wayne, Ind., 
has returned from 21 months in the 
south Pacific. He participated in seven 
major engagements, including Tarawa, 
Saipan and Guam. He will return to sea 
duty about Feb. 1. 

W. A. Miles, Jr., son of the head of 
the Miles & Miles agency, Chicago, has 
been assigned to the Pacific theater as 
quartermaster third class on an LSM in 
amphibian service. He has been in serv- 
ice 14 months. 

A group of 20 members of Oklahoma 
City fire insurance men gave a farewell 
party for Don Tanner, Oklahoma state 
agent of Boston and Old Colony. 

Lt. Dwight N. Stevens, Jr., spent the 
New Year’s holiday at the Evanston 
home of his uncle, Robert W. Stevens 
of Marshall & Stevens, Chicago valua- 


tion engineers. He is in the U. S. for 
reassignment. He has recently com- 


pleted 35 missions in the European the- 
ater as co-pilot of a B-17 bomber. 

James R. Henry, who before entering 
the army a year ago, was surety man- 
ager at New York for Travelers In- 
demnity, has graduated from Ft. Sam 
Houston at San Antonio in officers can- 
didate school and now wears second 
lieutenant bars. He is in the provost 
marshal’s department and has been as- 
signed to Ft. Benjamin Harrison at 
Indianapolis. He was in Chicago this 
week where his wife and son are resid- 
ing and visited old insurance friends 
there. 


B. R. Walinder Again Heads 
Farm Underwriters Ass’n 








(CONTINUED FROM PAGE 3) 


He said the tempo of the business is 
in the direction of broader coverages. 
A change is not necessarily of benefit to 
all insured. For example, when 10% of 
the household goods item was extended, 
that applied fairly to all insured carry- 
ing coverage on household goods. But 
when there is combined in one item cov- 
erage previously offered in two or three 
items, all insured do not benefit in like 
manner. The farmer whose personal 
property is all or in a large measure 
subject to one loss cannot afford to re- 
duce his insurance, but a distinct benefit 
accrues to the man who has a number 
of outbuildings with personal property 
in each of them. He can buy enough 
insurance to cover the greatest amount 
he has subject to a single fire and that 
will then be sufficient to cover in all 
the other buildings. It is fully recog- 
nized by all farm underwriters that the 
amount of liability on personal property 
as compared to the value of the property 
is too low, and Mr. Walinder recom- 
mended attention to the matter because 
it is an important issue today. 

He urged that improvements continue 
to be made, but suggested that instead 
of giving all advantages to insured with 
scattered liability some thought should 
be given the man who is willing and 
must for protection carry amounts 
closer to value. The base of the business 
is the average farmer. The gentleman 
farmer and large operator already are on 
the books and contribute little to the 
growth of the business. 

The association’s rural farm youth 
scholarship program has produced a 
great deal of favorable comment, C. E 
Parks of National Fire, chairman of 
the public relations committee of the 
association, reported. In certain states 


representative agents who have been at- 
tracted by the possibilities of the schol- 
arship movement are staging local con- 
tests of their own. 

He said that recently attention of the 
association was called by the Illinois 
Farm Insurance Agents Association to 
violations of policy conditions wide- 
spread throughout the midwest with re- 
spect to the storage of gasoline. The 
public relations committee prepared a 
leaflet to be inserted by member com- 
panies in farm policies when issued, and 
he recommended wide use of the insert. 

In reporting for the fire prevention 
committee, A. R. Johnson, Hartford 
Fire, said that in connection with the 
association’s scholarship program the 
committee is preparing a fire preven- 
tion check sheet to be placed in the 
hands of various club leaders interested 
in the program. It is hoped the check 
list will produce good results. He said 
that fire prevention work of the exten- 
sion service of the U. S. Department of 
Agriculture, state councils of defense 


19 


and the office of civilian defense has 
been effective in materially reducing 
farm fires. However, when the war > 
over and conditions return to normal, i 


will be necessary to continue the ol 
ciation’s farm fire prevention activities 
in order to take up the slack created 


when governmental instrumentalities re- 
lax their efforts. 
Agriculture was a $49 billion industry 


in 1940 and a $70 billion in 1944, Don 
Ross, merchandising manager of “Suc- 
cessful Farming,” Des Moines, said in 
his talk. To the latter figure must be 


added $13 billion in savings bonds, cash 
and deposits. He recommended that in- 
surance companies plan now on how 
they are going to reach this tremendous 
market after the war is over. He said 
today farmers are retiring mortgages, 
buying bonds, saving money and plan- 
ning for postwar improvements. They 
will provide one of the largest and most 


stable postwar markets. There will be 
very little shifting of farmers from their 
present activities 








Photo by Charles Phelps Cushing 


The covered bridge at Jackson, 
spanning a beautiful, boulder- 
strewn stream, is a typical land- 
mark of early New England 
days, when hard work and thrift 
were usual rather than excep- 
tional. The honest workmanship 
and materials that went into the 
the Jackson bridge and others 
like it, preserved them through 
many New Hampshire winters, 
and today they are picturesque 
sights wherever found. But such 
bridges were not built to be a 
picturesque part of the scenery. 
They were soundly constructed 
with one idea in mind, to serve 
the community well, through all 
kinds of weather ahead. 
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The New Hampshire Fire Insurance Company which has weathered 
all kinds of storms for seventy-five years, is a firm believer in the 
New England idea of doing things right at the beginning—even if 
it takes more time and energy. We believe that our present success 
in winning and keeping policyholders is largely due to this sound 


principle. 
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Convention Ban 
Will Affect 
Insurance Life 


Expect Organizations 
to Substitute Meetings 
of Steering Groups 


NEW YORK—The National Associ- 
ation of Insurance Agents has canceled 
its midyear meeting, scheduled for 
Cincinnati Feb. 25-28, in deference to 
the “appeal” of War Mobilization Di- 
rector Byrnes. It is anticipated that 
about that time the National board of 
state directors and executive commit- 
tee will be called into an abbreviated 
session to be attended only by mem- 
bers of these two groups. The exact 
date has not yet been decided nor 
whether the session will be in Cin- 
cinnati or somewhere else. 


The “appeal” of James F. Byrnes, di- 
rector of war mobilization and recon- 
version, for a cessation of group meet- 
ings not necessary in the war effort 
after Feb. 1, will, it is believed, win 
compliance in good spirit of insurance 
companies and organizations. As a mat- 
ter of fact, many insurance leaders in- 
dividually are expressing the hope that 
the government committee that is be- 
ing set up to pass upon applications for 
holding of group meetings to be at- 
tended by more than 50 persons will 
take a hard boiled attitude and give 
clearance to very few conventions. 

Although prepared to cooperate to the 
utmost, the insurance organizations re- 
frained immediately from announcing 
cancellation of scheduled conventions. 
Several of them have no intention of 
appealing to the government committee 
for approval of such meetings but it 
will be necessary for them to hold con- 
ferences of the trustees, executive com- 
mittee or whatever the steering group 
may be and they desire to perfect plans 
for such a small substitute gathering 
before making an announcement. 


Wait and See Attitude 


Due to the fact that so many procla- 
mations and orders and directives ema- 
nating from Washington have proved to 
be not what they seemed on the sur- 
face, there is some disposition to wait 
and see whether the “appeal” to ban 
conventions, will actually result in the 
calling off of most meetings. If the 
government committee should sanction 
a few conventions that are on the bor- 
derline so far as essentiality is con- 
cerned, there will be a rush of other or- 
ganizations seeking approval for their 
meetings. A number of the hotels, it 
is understood, are anxious to test the 
nature of the Byrnes “appeal” and have 
pleaded with organizations that have 
scheduled conventions to refrain from 
cancelling their plans until the official 
policy is more clearly defined. 

Although at the same time Byrnes 
urged the general public to defer non- 
essential trips, some observers are won- 
dering whether the calling off of con- 
ventions will not actually stimulate in- 
dividuals to travel. Many may get the 
notion that with convention crowds out 
of the way it may be easier to get train 
and hotel accommodations. 

The insurance conventions that have 
been scheduled for the rather near fu- 
ture include Health & Accident Under- 
writers Conference, mid-winter meeting 
Chicago, Feb. 5-6; Insurance Economics 

(CONTINUED ON LAST PAGE) 


Big Rush Under Va. 
Responsibility Law; 
Agents Swamped 


RICHMOND—A rush business has 
been done in writing automobile lia- 
bility and property damage coverage 
since the new safety responsibility law 
went into effect in Virginia the first of 
the year, according to reports from dif- 
ferent parts of the state. As a result 
of an advertising campaign put on by 
agents in advance of the effective date 
of the law, a great deal of business is 
said to have come into insurance of- 
fices unsolicited. 

One Richmond agent who is so short 
of manpower that he is the only man 
left in his office said that he was natu- 
rally unable to do much soliciting but 
he was very much pleased with the 
business that had come in despite that 
handicap. Mutuals as well as_ stock 
companies are profiting by the oppor- 
tunity to cover cars under the new law. 
State Farm Mutual is reported to be 
making an especially strong bid for 
business through personal solicitation 
as well as otherwise. 

Travelers is one of the stock compa- 
nies writing big volume of business in 
this line. Agents reporting to its 
branch office in Richmond are said to 
have canvassed many industrial plants, 
making talks to employes and explain- 
ing the essential features of the new 
law. It is estimated that the number 
of cars covered will have been doubled 
by Jan. 15. Prior to Jan. 1 only about 
35% of motor vehicles in the state were 
covered. Some agents report that they 
had to turn down some applicants for 
insurance because they were considered 
undesirable risks. 





1944 Premiums of 


Travelers Are Up 
$29.4 Million 


Premiums of the Travelers companies 
for 1944 totaled more than $265,900,000, 
an increase of $29,400,000 or 11.3% over 
the preceding year. Most forms of in- 
surance showed growth, with group life 
and accident and health showing ex- 
traordinary increases. Increase by lines 
as compared with 1943 were: Life, 
9.8%; accident and health, 31.2%; 
workmen’s compensation, .1%; automo- 
bile casualty, 9.13%; burglary, 10.7%; 
motor vehicle fire, 9.1%; inland ma- 
rine, 17.3%, and general fire, 2.9%. 
General liability showed a slight de- 
crease and machinery decreased 12.5%. 
In both lines decreases due to reduced 
rates were not quite overcome by in- 
creases in business. The further reduc- 
tion in construction work in the coun- 
try resulted in a slight decrease in the 
fidelity and surety bond business. The 
fact that both the automobile casualty 
and the motor vehicle fire showed in- 
creases, with the number of cars stead- 
ily diminishing, is taken as an indica- 
tion of an increase in the percentage 
of people buying such insurance. 

Premiums by line of Travelers com- 
panies in 1944 and 1943 were: 


1944 1943 
124,900,000 $113,400,000 





SA. ctctkweweees 
Acci. & health... 45,100,000 31,000,000 
Workmen’s comp. 36,000,000 35,600,000 
General liability. 9,600,000 9,600,000 
Auto. casualty... 21,300,000 19,300,000 
[aaa 3,000,00 2,500,000 
Fidelity & surety 1,200,000 1,200,000 
Boiler & mach... 1,400,000 1,600,000 
COE 6 6086-0 20620 600,000 600,000 
Motor vehicle fire 6,600,000 6,000,000 
Inland marine.... 2,300,000 1,900,000 
General fire...... 13,400,000 13,000,000 
ees $265,900,000 $236,000,000 





Asks for Supervisor in Arkansas 


LITTLE ROCK—Of 155,092 com- 
pensable cases before the Arkansas work- 
men’s compensation commission, only 


Aetna Casualty 
Moves to Double 
Its Capital 


Stockholders of Aetna Casualty at 
the annual meeting Feb. 13 will vote 
on the recommendation of directors that 
capital be doubled. The increase, from 
$3 million to $6 million, would be ac- 
complished by the issuance of 300,000 
new shares of $10 par value and dis- 
tributed to stockholders on a share for 
share basis. 

When stockholder approval is ob- 
tained, it is intended to make the in- 
crease effective March 1, and _ stock- 
holders of record Feb. 17, will partici- 
pate in the distribution of the new 
stock. 

Aetna Casualty has been paying a 
regular $1 quarterly dividend and a $1 
extra at the end of the year. When 
the capital increase is effected, it is in- 
tended to pay 62% cents quarterly but 
the directors add: “The question of 
further distribution of the earnings will 
be considered near the close of the 
year and will be largely determined by 
the results of the year’s operations.” 

Of the Aetna Casualty shares, 15,000 
are held by Aetna Life. 

The last capital increase that was 
made by Aetna Casualty was in 1928. 
At that time the capital was increased 
by $1 million, the par value of the 
stock then being $100. Subsequently the 
stock was split 10 for 1 with the par 
value being reduced to $10. 


U. S. F. & G. Has 
Retirement Plan 
for Employes 


U. S, F. & G. has announced an em- 
ploye retirement pension plan effective 
as of Sept. 1, 1944, written in Aetna 
Life. The plan has been approved by 
the Treasury department and will be 
submitted for approval to stockholders 
at the annual meeting Feb. 26. 

Eligible are those who on Sept. 1, 
1944 were with U. S. F G. on or 
before age 50, who were 30 years old 
but not 65 and who were employed 
more than 20 hours a week. An em- 
ploye not eligible Sept. 1 and new em- 
ployes become participants in the plan 
on the first day of the month which 
follows fulfillment of the three condi- 
tions. 

Yearly Retirement. Amount 


For each year of company service 
after age 30 the amount of yearly re- 
tirement is 144% of his earnings for 
the year in excess of $600. This is ag- 
gregated. For service prior to Sept. 
1 the company will provide an addi- 
tional retirement annuity, the yearly 
amount being 1% of his annual earn- 
ings as of Sept. 1 in excess of $600 
multiplied by the number of years of 
service from age 30 to Sept. 1. Em- 
ployes 65 or over Sept. 1 will receive 
an amount equal to 40% of their salary 
or $720, whichever is greater. The 
maximum annuity is $10,000 and mini- 
mum $300 a year. : 

The entire cost is assumed by 
U.S.F.&G. Beginning Sept. 1, 1949, re- 
tirement at 65 will be compulsory ex- 
cept with special approval by the di- 
rectors. 

All employes already are covered by 
group insurance, the cost of which is 
paid by the company. 











v 

1,153, or 7%, were contested by insur- 
ance companies or employers it was re- 
vealed in the report of the commission 
for July 1, 1942 through June 30, 1944. 

The report recommends the employ- 
ment of a full-time supervisor for the 
commission’s insurance section, the cost 
to be paid from existing funds. 


Actuary Defines 
Insurance Position 
on Medical Care 


Milliman of Equitable 
Society Discusses Matter 
at U. S. Chamber Parley 


WASHINGTON — Experimentation 
will be required in the insurance indus- 
try to provide voluntary insurance plans 
against medical care costs on the broad- 
est basis that can be sold and adminis- 
tered and “there are some who are pre- 
pared to undertake such experiments 
within the limits necessarily imposed 
upon us by wartime shortages of help,” 
said Wendell A. Milliman, associate ac- 
tuary Equitable Society, at the national 
conference on health insurance spon- 
sored by the U. S. Chamber of Com- 
merce here. , 

“We may make mistakes,” he con- 
cluded, “but in the process we hope to 
discover what limitations exist with re- 
spect to the ability of insurance compa- 
nies to furnish medical expense insur- 
ance on a voluntary basis. In the mean- 
time we will push vigorously the sale of 
group surgical insurance plans in order 
that this tested form of*protection can 
be extended to an even larger proportion 
of the American population,” 


Insurers and Government 


Mr. Milliman said he was aware that 
among those present were some who 
were extremely anxious to have the in- 
surance companies furnish complete and 
comprehensive insurance of the ex- 
penses of medical care and others who 
felt that the development of medical care 
plans is the proper function of the gov- 
ernment, with no place in it for the in- 
surance companies. He expressed the 
belief that fhe insurance industry will 
not be able to supply on any substantial 
scale the comprehensive plans which the 
first group desires. As to the attitude of 
the second group, “it is sufficient to say 
that the people of this country have not 
yet decided as a matter of public policy 
that control of the the distribution of 
medical care is a governmental function. 
They have, however, evidenced a de- 
mand for voluntary plans of insurance 
against the costs of medical care.” He 
asked that so long as this state of facts 
prevails “we in the insurance industry 
will strive to furnish such insurance on 
the broadest form which we can sell and 
administer.” 

He said insurance people are anxious 
to see the development of all forms of 
prepayment medical care plans, whether 
provided by group clinics, by local plans 
organized under the auspices of medical 
societies or Blue Goose plans, or pro- 
vided by the older, well-established in- 
surance companies. . 


Real Progress Has Been Made 

Mr. Milliman said the demand from 
some sources for comprehensive all in- 
clusive medical care plans has tended to 
obscure the fact that real and substan- 
tial progress has been made by the in- 
surance companies in providing an effec- 
tive solution to a major part of the prob- 
lem which wage earners and salaried 
employes face in financing unusual costs 
of illness. In the hospital expense field, 
between 17 and 18 million are covered 
under Blue Cross plans and about eight 
million more through other insurance 
carriers, mainly those writing group 
coverage. As to insurance against other 
costs of medical care more than five mil- 
lion of those insured under group hospi- 

(CONTINUED ON LAST PAGE) 
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Labor Department 
Recommendations 


Many Suggestions 
Made as to State 
Compensation Laws 


In the recently issued publication of 
the U. S. Department of Labor, division 
of labor standards, “How Good Is 
Your Workmen’s Compensation: Law?” 
with a check list of questions, a number 
of specific recommendations are made 
for changes in compensation laws. 

The department states that at present 
probably not more than one-half of the 
workers in this country are covered by 
compensation laws. The first consid- 
eration must, therefore, be to make the 
laws as inclusive as possible. - 

The department states that there ts a 
trend away from the elective type of 
law, citing recent amendments in Mich- 
igan and Massachusetts, and the depart- 
ment urges that elective laws be 
changed to the compulsory basis. 


Removing Exclusions 


The ‘department recommends aboli- 
tion or reduction of exclusions and ex- 
emptions. Coverage of agriculture and 
domestic service should be encouraged 
and should at least be optional. It ex- 
presses objection to so-called list cover- 
age in which the coverage is restricted 
to a list of so-called hazardous or extra 
hazardous employment. Where _ this 
exists it should be changed to general 
coverage, according to the department. 

Workers, the department states, 
should be covered when engaged in 
employment outside the state of a 
and in this connection reciprocity an 
cooperation between states is necessary. 
Gaps between coverage under state and 


federal compensation laws should be 
removed. Major groups without com- 
pensation protection are seamen and 


railway workers some part of whose du- 
ties “shall be in furtherance of inter- 
state or foreign commerce” or “in any 
way directly or closely or substantially 
affect such commerce.” Compensation 
coverage should be provided for railway 
workers, under federal or state legisla- 
tion or both, the department states. 

The department recommends that the 
weekly maximum payment be not less 
than $25. In Connecticut and California 
the ‘maximum has been raised to $30. 
In several states only half that amount 
is paid: The minimum weekly payment 
should be not less than $12. In some 
states it is less than half that amount. 

Provision for payments during dis- 
ability in permanent total disability 
cases is recommended and for widows 
until' death or remarriage. 


Second Injury Fund 


A'second injury fund is recommended. 
Also furnishing artificial appliances and 
special maintenance payments during 
rehabilitation at discretion of the com- 
mission. 

The department endorses the recom- 
mendatidn of the national conference on 
labor legislation that at least double 
compensation should be paid in case of 


injury to minors illegally employed and: 


expected future increase of earnings:'to 
minors should be taken into considera- 
tion in fixing the rate of compensation 
incase of permanent injury or death. 
The employer should be charged with 
primary. liability for such additional 
compensation. 
"imited medical aid provisions should 
be replaced with provision for fitil_medi- 
cal care. at be 
n ‘those six states and in Alaska 
where a Court administration still exists, 
a commission plan should be set up. 
Due dates for reporting accidents By 
the employer and payment of compen- 
sation should be specified under penalty. 
simple and non-technical routine 
should be. provided for in the conduct 
of hearings.’ The statute should provide 
that compensation shall be paid ‘at 


Broader Cover at 
Lower Rates 


Aero Insurance Underwriters has re- 
vised its personal accident policies to 
provide broader coverage at lower rates. 
The “Aero Age” policy, which gives 24- 
hour coverage, has been extended to 
provide weekly benefits for life, and 
many other improvements have been 
added. A pilot can now buy a $5,000 
policy with $25 weekly indemnity for 
as little as $47 as against a former cost 
of $82.50. 

Under Aero’s complete personal acci- 
dent insurance program the aviation 
public can obtain world-wide travel cov- 
erage including passengers using the air 
transport command or the naval air 
transport facilities; group policies with 
automatic attachment; and simple an- 
nual ticket policies for airline passen- 
gers. 

Non-Aviation Protection 


Under the ”’Aero Age” policies the 
various items of coverage — death and 
dismemberment, weekly indemnity and 
medical expense—are each given a basic 
rate to cover the flying hazard and then 
loaded according to the insured’s oc- 
cupation, since there is protection 
against non-aviation accidents as well as 
aviation hazards. For example, for 
death and dismemberment there is a $5 
charge for being a pilot. In addition 
there would be a charge of $1.55 per 
$1,000 of face amount if the insured were 
an office worker. If the insured’s oc- 
cupation were a commercial pilot, the 
occupational loading would be added to 
the basic rate for being a pilot, though 
the loading is not so great as for many 
other more hazardous occupations, such 
as foundry workers or aircraft mechan- 
ics. The same system of a basic rate 
plus loading is followed with weekly in- 
demnity and with medical reimburse- 
ment. 


Dingell Bill Reappears 


WASHINGTON—“To_ provide for 
unified national social insurance sys~ 
tem,” Representative Dingell, Michigan, 
has introduced a 90-page bil!. Included 
are provisions for old-age retirement in- 
surance benefits, survivors insurance 
benefits, permanent disability insurance 
benefits, lump sum death payments, pro- 
tection to persons in the armed services, 
temporary disability benefits, maternity 
insurance benefits, medical and hospital- 
ization insurance benefits, unemploy- 
ment insurance benefits and allowances, 
and for social insurance contributions 
and a federal social insurance trust. 


stated intervals as wages; that awarding 
lump sum payments and commutation 
is at the discretion of the commission 
and not a legal right. There should be 
provision for a guardian in the event 
of lump sum payment to a minor. 

The cost of administration should be 
asséSsed against insurers and self in- 
surers, the administrative cost of state 
funds tq be paid directly out of pre- 
mium income. 

he administering authority should 
have clear and ample delegation of rule 


The ,law_ governing self insurance 
should, require the posting of adequate 
security and the setting up of trust 
funds and provide for supervision of the 
performance of self insurers. The stat- 
ute should plainly show that self in- 
surance is a privilege, not a right. 

Restrictions upon the operating ex- 
pense and approval of budgets of state 
funds should be eased. Provision should 
be made for. special guaranty “funds as 
in New Jersey, New York, North Caro- 
lina, Pennsylvania, Wisconsin and Min- 
nesota to protect the worker in case of 
the failure of insurance companies and 
self insurers. 

Full coverage of occupational diseases 
is recommended. 


‘making power. 


Board Orders . 
Insurance Plans in 
Clothing Industry 


BOSTON—Having 
company-financed employe insurance 
plans are prevailing practice in more 
than 90% of the men’s clothing indus- 
try throughout the country, the New 
England War Labor Board has ordered 
that similar plans be inaugurated by 22 
Massachusetts leather, sportswear and 
raincoat companies. 

The orders, affecting about 1,600 Bay 
State clothing workers, were the first 
of their kind ever issued by any agency 
of the National War Labor Board. In- 
dustry members of the board dissented 
from the majority decisions. 


determined that 


Dewey Sketches Insurance 
Program in Annual Message 


Governor Dewey of New York in his 
message to the New York legislature 
stated that New York has long been a 
leading state in the insurance field, that 
its laws have been strong and reason- 
able and that Superintendent Dineen 
has developed “a legislative program to 
carry forward the progressive regula- 
tion of insurance in this state.” 

Governor Dewey stated that Mr. Di- 
neen’s program provides for “what has 
been long overdue,” uniform rules of 
accounting, broadening of rate regula- 
tion and extension of controls over the 
filing of rate information, together with 
other information essential to intelligent 
regulation. 

Extension of workmen’s compensa- 
tion benefits to domestic employes and 
to restaurant workers regardless of the 
number employed was advocated by 
Dewey. He endorsed the recommenda- 
tion of the Moreland commissioners 
that the workmen’s compensation law 
be recodiffed. The statutory division of 
authority as between the _ industrial 
board and: the industrial commissioner 
has caused confusion: and there is a 
statutory conflict of authority that 
should be removed. 


Integration of Authority 


Governor Dewey stated that he will 
soon submit his recommendation that 
the authority for determination of com- 
pensation claims be integrated under 
the jurisdiction of the industrial board. 

Governor Dewey recommended that 
the legislature continue the commission 
on medical care and that recommenda- 
tion apparently means that there will be 
no compulsory health insurance Jaw en- 
acted at this time. The medical care 
commission, the governor said, has 
made progress in its effort to produce 
a workable plan for broadening the 
availability of medical services and hos- 
pitals and at the same time preserving 
the integrity and freedom of the medi- 
cal profession. He expressed the hope 
that by the next session of the legisla- 
ture the commission will have fashioned 
a program. 

A committee of the New York legis- 
lature is giving consideration to a bill 
to increase from $25 to $75 the amount 
of damages allowable in an automobile 
accident before license of the operator 
and registration of the motor vehicle 
can be revoked. 

Consideration is being given to a bill 
to permit a mortgagee to retain and 
apply on mortgage debts only the 
amount of insurance recoverable after 
replacement or repairs of premises. An 
exception would be, however, in the 
case of default. 


McLaughlin with Seeley & Co. 


SAN FRANCISCO—Andrew C. Mc- 
Laughlin, for 14 years with Hartford 
Accident here, has become associated 
with Seeley & Co., general agents for 
Manufacturers Casualty, Sun Indemnity 
and fire companies. He will handle cas- 
ualty and automobile underwriting and 
assist in production of all lines. 


January 11, 1945 








Cal. Doctors Reject’ 
Compulsory Plans 


Turn Thumbs Down on 
All Health Insurance 
Proposals Submitted 


LOS ANGELES—Compulsory health 
insurance for California, which has been 
a moot question with insurance men of 
the state since Governor Warren an- 
nounced he would favor such legislation, 
got a cold turn-down when the Califor- 
nia Medical Council, governing body of 
the California State Medical Association, 
at the close of a three-day meeting here 
passed a resolution declaring that all 
plans for such insurance brought to the 
attention of the council were unaccept- 
able and would not be endorsed. 

In addition to Governor Warren’s sug- 
gestion that such a plan be adopted, to 
be paid for by additional payroll deduc- 
tions, the council turned down a plan 
submitted by A. F. L. representatives. 

It countered with a proposal that cash 
indemnities for wage earners ill or in- 
jured through non-industrial causes be 
provided through increased California 
unemployment insurance act benefits. 

The resolution characterized compul- 
sory insurance as a dangerous threat to 
the practice of medicine under present 
wartime conditions. The doctors warned 
that revolutionary changes in system 
could well result in a “catastrophe for 
the people of the state.” It declared that 
the doctors remaining in civilian prac- 
tice, after more than 3,000 or approxi- 
mately one-third have gone into military 
service, are barely able now to provide 
medical service for a greatly expanded 
population and greatly expanded indus- 
try and if they are forced to go through 
a period of change to a new and un- 
familiar system of practice, medical 
service to the people will break down. 

The doctors’ plan embodies legislative 
action to tap the surplus of the unem- 
ployment compensation fund, now al- 
most $622,000, and assistance of the 
state, labor and agriculture to help the 
California Physicians Service attain its 
objectives. 

The C. I. O. also has a plan it pro- 
poses to submit to the legislature. 

The Council laid down three funda- 
mental principles “inherent in the suc- 
cess of every prepayment plan: Abso- 
lute freedom of choice of physicians by 
the patient; payments made to the phy- 
sician on the basis of service rendered 
as opposed to capitation, or so much per 
patient regardless of service: unham- 
pered medical control of all professional 
services.” 

Insurance groups all have expressed 
themselves as in opposition to any state 
compulsory health insurance plan, say- 
ing that such a plan was but socialized 
medieine, in one form, and that it would 
not result in patients receiving adequate 
medical attention; and also that its cost 
would be excessive. 


Central Surety Active 
in A. & H. Field 


Central Surety has appointed E. P. 
Miller as superintendent of the accident 
and health department, and will again 
become active in that field. The com- 
pany wrote accident and health business 
until about 1930. The company has de- 
signed an optional coverage policy. Mr. 
Miller who is a graduate of the Uni- 
versity of Missouri and Kansas City 
School of Law has been with Aetna 
Life at Kansas City for 16 years as 
claims supervisor. 


Kubat to Address Engineers 


The Casualty Engineers Association 
of Chicago at its dinner meeting Jan. 12 
at the Y. M. C. A., 19 South La Salle 
street, will hear Robert J. Kubat, Stand- 
ard Accident, define the underwriting 
principles and the engineering require- 
ments of comprehensive general liability. 
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Boost Occidental 
Capital 50% 


Occidental Life of California has ap- 
plied to the California department for a 


permit to increase its capital from 
$2,000, 000 to $3, 000,000. 
The increase in capital is to be 


brought about by transfer from surplus. 
With the exception of necessary qualify- 
ing shares, all of the stock of Occiden- 
tal is owned by Transamerica Corpo- 
ration. 





F. H. Hughes has been appointed 
manager at Nashville for Washington 
National. He has been superinfendent 
at Fort Worth and has been with 
Washington National since 1937. 


Continental Cas. 
Advances Walraven 


J. H. Walraven, who has made an 
outstanding record as eastern supervisor 
of the intermediate A. & H. division of 
Continental Casualty, has been trans- 
ferred to the home office and promoted 
to assistant superintendent of intermedi- 
ate division agents. Armand Sommer 
is manager and superintendent of agents 
of that division. The intermediate, di- 
vision more than doubled its premium 
volume in 1944. 

Mr. Walraven was for many years 
in the motion picture industry as pub- 
jicity man, producer and director before 
he became an & H.*specialist 12 
years ago. As a personal producer, he 
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started from scratch and wrote more 
than 8,000 personal applications with- 
out a single lead. Later he developed 
a large state agency for another dis- 
ability company before he joined Con- 
tinental. 

Erich Emme, with the home office 





J. H. WALRAVEN 


staff of the intermediate division since 
soon after it was established, has been 
appointed agency supervisor, and will 
travel extensively. Mary Lou Country- 
man, who has done a notable job in 
developing the intermediate agency or- 
ganization, becomes agency secretary of 
the division. 





Must Provide Service in 
Non-Member Hospital 


COLUMBUS—tThe attorney general 
of Ohio has rendered an opinion to the 
superintendent of insurance to the effect 
that a hospital service corporation is 
required to supply all the services in a 
subscriber’s contract, even though they 
are more costly at a hospital which 
does not participate in the plan, if the 
subscriber has elected to enter such 
a non-participating hospital. 

This opinion is not distasteful to Blue 
Cross leaders nationally, as the local 
Blue Cross plans have been urged to 
eee in their subscribers’ contracts 

a provision for the same service in non- 
member hospitals as in the member in- 
stitutions. Most of the Blue Cross 
contracts give the assured accommoda- 
tions of a specified type in member 
hospitals and specified additional serv- 
ices, without reference to a cash rate; 
but where a non-member hospital is 
used the contract usually provides for 
a daily indemnity of a stated amount. 
The national leaders, however, are in 
favor of eliminating such a distinction, 
principally for the benefit of assured 
who may need hospitalization while 
traveling. 

Section 669-4 of the Ohio general 
code provides that all service plan con- 
tracts issued by a non-profit hospital 
service corporation shall provide that 
the subscriber may select for hospital 
care any non-profit hospital in the state 
of Ohio and thereupon shall be entitled 
to and accorded all benefits contained in 
the service plan contract. Hence the 
attorney general holds that a contract 
that attempts to limit the benefits to be 
accorded the subscriber who elects to 
enter a non-participating, non-profit hos- 
pital in Ohio is invalid. 

The particular contract at issue pro- 
vides in a participating hospital for up 





to 21 days hospitalization per year, bed 





and board in the class of service pro- 
vided for in the contract, general nurs- 
ing service, technical x-ray service, op- 
erating room service, routine laboratory 
service and ordinary drugs and dressings. 
In a non-participating hospital it was 
provided that the service association 


would pay to the hospital $6 per day 
for semi-private contract holders and 
$4.50 per day for ward contract holders. 


Milliman and Beers on 
Health Insurance Program 


Among the speakers scheduled to ad- 
dress the social security conference on 
health insurance under the auspices of 
the U. S. Chamber of Commerce in 
Washington Thursday and Friday of 
this week are W. A. Milliman, associate 
actuary of Equitable Society, on “Insur- 
ance Carriers and Medical Care Plans,” 
and Henry Beers, actuary of Aetna Life, 
- “Underwriting Cash Sickness Bene- 

." 

Adininistration and underwriting of 
hospital and medical insurance is the 
scheduled subject of E. A. Van Steen- 
wyk, Blue Cross executive and director 





Associated Hospital Service, Phila- 
delphia. 

Marion B. Folsom, chairman of the 
chamber’s social security committee, 


was listed to open the conference and 
present its background. Moderator of 
the conference is Dr. J. Douglas Brown, 
Princeton University. 


Other Speakers and Subjects 


Speakers and subjects scheduled in- 
clude E. E. Witte, University of Wiscon- 
sin, basic considerations of medical care 
and health insurance; Dr. R. L. Sen- 
senich, new medical care programs and 
the American Medical Association; Dr. 
Basil C. Maclean, chairman New York 
commission to investigate medical care 
programs, medical care problems; Dr. 
Nathan Sinai, University of Michigan 
professor of public health, administra- 
tion of prepaid medical care. 

At Friday’s session on cash sickness 
benefit programs, Mortimer W. Newton, 
chairman Rhode Island unemployment 
compensation board, is scheduled to 
tell of experience under the Rhode 
Island cash benefit law, and Dean Wil- 
liam G. Sutcliffe, Boston University, 
chairman Massachusetts state advisory 
council division of employment security, 
to discuss reexamination of cash sick- 
ness benefit programs. 


Smith to Central Life, IIL., 
Agency Department 


Al R. Smith of the Continental Cas- 
ualty’s home office accident and health 
and hospitalization department has re- 
signed and joined Central Life of IIli- 
nois to assist in the agency department 
and the accident and health department. 
His appointment follows the recent res- 
ignation of Don L. Marquis, agency di- 
rector of Plain Dealers Mutual Casualty, 
allied organization, to go with other 
interests. 

Mr. Smith has been with Continental 
Casualty for 12 years. For three years 
he was manager of the accident and 
health and franchise department in the 
Wisconsin department of Continental 
Casualty at Milwaukee, then for three 
years manager of the accident and 
health branch at New Orleans, in charge 
of four states. Subsequently he helped 
to open the Dallas multiple line branch 
for Texas and started the A. & H. de- 
partment there. Two years later he was 
assigned to the home office in the agency 
end of the A. & H. and franchise de- 
partment. 








Standard Writing Group 
Surgical Cover Separately 


Standard Accident is now offering a 
group contract providing surgical cov- 
erage only. Experience on this cover- 
age ‘written in connection with group 
disability benefits and hospitalization has 
been very satisfactory and it is not felt 
that there is any hazard involved in 
writing it as separate coverage. There 
has been a demand for such a form 
from insured whose employes are al- 
ready covered for hospitalization under 
Blue Cross plan contracts. Group sur- 
gical also can be written plus the medi- 
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cal coverage which applies on non-sur- 
gical hospitalized cases. Group manual 
rates and rules will apply. For a small 
additional monthly premium, a rider 
may be added to the surgical schedule 
providing payments for extraction of 
teeth. 

There are several liberalizations of the 
group hospital and surgical plan, with- 
out additional charge, including payment 
up to $10 per disability for ambulance 
service, in addition to other hospital 
benefits (also applying to maternity 
cases if maternity coverage is provided 
in the plan); lump sum payment of 10 
times hospital daily benefits when child- 
birth occurs elsewhere than in a hospi- 
tal; up to daily hospital benefit for three 
days for registered nurse service, where 
a doctor certifies he was unable to ar- 
range admittance to a hospital; balance 
of unused hospital maternity benefits 
available for hospital charges for care 
and service to baby; payment up to $10 
for accident first aid treatment includ- 
ing x-rays, furnished by a physician 
outside of a hospital immediately fol- 
lowing an accident. 


Sholl Speaks in Detroit 


Clarence A. Sholl, Globe Casualty, 
Columbus, president ‘of National Asso- 
ciation of Accident & Health Under- 
writers, addressed the Detroit Accident 
& Health Association Tuesday on “Ob- 
jectives and Services of the National 
Association.” 


Lister Manager of N. J. Office 


The New Jersey hospitalization and 
accident and health department of 
Pennsylvania Casualty at 60 Park 
place, Newark, recently established, 
will be under E. D. Lister, New Jersey 
manager of the company. Complete 
facilities are available for issuing poli- 
cies, servicing claims, etc. 

Mr. Lister has had wide experience 
in all phases of hospitalization and ac- 
cident and health insurance, including 
underwriting and claims. 











Back New Kansas Group Bill 


The Wichita General Agents & Man- 
agers Association, Wichita Life Under- 
writers Association and Wichita Asso- 
ciation of Accident & Health Under- 
writers are jointly backing a bill in the 
Kansas legislature which will enable 
public employers (state, county and 
municipal) to purchase group insurance 
on the payroll deduction plan. Preserit 
Kansas laws do not permit such agen- 
cies to withhold premiums from salaries. 





Schedule Accident Form 


Referring to the article in the Dec. 21 
edition commenting upon the trend in 
the accident and health field either to 
use a schedule policy or an elective con- 
tract, Vice-president Robert W. Hearne 
of Manufacturers Casualty peints out 
that his company issues a schedule acci- 
dent policy which permits the policy- 
holder to select the particular coverage 
he desires. This form has been issued 
for about two years. 





Leonard Los Angeles President 


LOS ANGELES—Arthur C. Leon- 
ard, accident and health manager in the 
Los Angeles office of Hartford Acci- 
dent, will become president of the Acci- 
dent & Health Managers Club of Los 
Angeles at the January meeting. He 
has already named his standing commit- 
tees. 


Legislation Milwaukee Topic 
MILWAUKEE—tThe January meet- 
ing of the Accident & Health Under- 
writers of Milwaukee was devoted to 
discussions of plans and problems of the 
coming year. With a legislative session 
starting this month, the legislative com- 
mittee, headed by J. J. Helby, Federal 
Casualty, chairman, will meet weekly 
with other leaders of the Insurance 
Federation of Wisconsin to discuss in- 
surance bills, hearings and other legis- 
lative action. Secretary Leo Packard, 
Loyal Protective Life, reported that 
nearly 200 indigent children were guests 


of the association at the annual Christ- 
mas party. President G. A. Diehl, Busi- 
ness Men’s Assurance, was named dele- 
gate to the winter meeting of the Na- 
tional association in Omaha. 


Ohio Decision Rendered 


COLUMBUS — Superintendent 
Crabbe, in handing down his decision 
in the case of United of Chicago, which 
had been charged with accepting appli- 
cations for life insurance from agents 
licensed to sell accident and health 
only, reprimanded the company for its 
violation of section 644-7 of the gen- 
eral code and said that in the event of 
any future violations the violations es- 
tablished in the present hearing will 
again be considered. The superintend- 
ent held that “while no case can be 
prejudged, the company is warned that 
under those circumstances, its Ohio li- 
cense certainly would be in jeopardy.” 

At the same time, the superintendent 
warned other companies using the lim- 
ited agents’ licenses that the finding in 
the United case should not be consid- 
ered as a precedent. The case of the 
United was continued without day. 

Mr. Crabbe said United’s Ohio pre- 
mium income for 1944 will approximate 
$1,125,000. If the license is revoked, 
Ohio ‘policyholders will be deprived of 
facilities for servicing a considerable 
volume of industrial business. In view 
of this fact, coupled with measures 
taken by the company to prevent re- 
currence, he said such an order would 
not be entered at this time. 

All the applications involved in the 
case came through the company’s in- 
dustrial department. 


COMPENSATION 


Planing Mills and Wooden 
Manufacturers Surveyed 
in Labor Dept. Safety Drives 


WASHINGTON—In view of the 
fact that industrial accidents have cost 
the lives of 36,500 workers, permanently 
crippled 212,000 and temporarily inca- 
pacitated nearly 444 million more, the 
U. S. Department of Labor is sponsor- 
ing new industry-wide safety drives. 
Two new booklets have been issued 
covering planing mills and wooden con- 
tainer manufacturers, entitled “Organ- 
izing for Safety” and “The Control of 
Accidents.” Similar publications are 
available for the meat packing and 
slaughtering industries and pulp and 
paper manufacturing. Copies will be 
supplied by the Department of Labor 
on request. 

With a frequency rate of 44.2 lost- 
time injuries per million man-hours of 
work, planing mills had one of the 10 
highest accident records for 1943. 
Wooden container manufacturers had a 
frequency rate of 48.8, nearly two and 
a half times the 20 per million man- 
hours for all manufacturing. 


Mich. Court Criticizes 
Terms of Examination Act 


LANSING, MICH.—The Michigan 
supreme court, in the case of Joseph 
Zawacki vs. Detroit Harvester Company 
and Michigan Mutual Liability, caustic- 
ally criticizes qa statute under which an 
employer or a compensation insurer may 
require a disabled worker to present 
himself for physical examination before 
a commission of doctors that may meet 
at some distance from the employe’s 
home, the trip, as the law now stands, 
apparently being at the worker’s ex- 
pense. It sends the case back to the 
department of labor and industry to de- 
cide whether Zawacki, who ignored or- 
ders to submit himself for such an ex- 
amination, should be denied further com- 
pensation payments. 

After he had received payments for 
three years Michigan Mutual filed a pe- 
tition to stop compensation, claiming 
Zawacki had recovered. Later the labor 
department appointed a medical com- 
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mission of three physicians at Univer- 
sity hospital, Ann Arbor, and ordered 
Zawacki to appear there for examina- 
tion. He failed to appear but after the 
insurer's motion to stop compensation 
payments had been granted he -con- 
tested the action, declaring the law pro- 
vided tender must have been made of a 
$2 per diem fee and 10 cents per mile 
mileage expense. No such tender was 
made, Zawacki’s counsel contended, and 
as he was indigent and crippled he was 
unable to make the trip from Detroit to 
Ann Arbor to comply with the order. 


Tobin Favors Liberalization 

BOSTON—Consideration 
given to the liberalization of compen- 
sation laws, both as to coverage and 
benefits, Governor Tobin declared in his 
inaugural address. 


should be 


Fight on Minn. Commission 


ST. PAUL—Another fight is looming 
in the Minnesota legislature over ap- 
pointment of members of the state in- 
dustrial commission. The law provides 
that not more than two of the three 
members shall be of the same political 
party but all three are now Republicans. 
Two of them, Arthur Ramberg of Du- 
luth and Arthur A. Stewart of St. Paul, 
await confirmation by the senate and 


= 


when their names come up there*will be 
opposition from Democratic-Farmer- 
Labor members. At the last session the 
senate compensation insurance commit- 
tee refused to confirm Ramberg. 

Senator Milton Lightner of St. Paul 
has’ been reappointed chairman of the 
compensation committee, and Senator 
Raymond Julkowski, Minneapolis, of the 
insurance committee. 


Governor Ford has appointed J. 
Burke Clements of Helena as chairman 
of the Montana industrial accident 
board. 

Paul Woodall of Marion, Ky., has be- 
come secretary of the state workmen’s 
compensation board, succeeding P. H. 
Hyden, who left to go with another 
state department. 


Hartford A. & I. 
Publishes Letters 
to Lt. Graham 


“A Letter to Lieutenant Graham” is 
the title of a 158-page book published 
by Hartford Accident, printed in a lim- 
ited edition because of paper restrictions 
and sent to all agents of the company 
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who have requested a copy and all 
those who competed for the awards of- 
fered for the best replies to Lt. Gra- 
ham’s letter to Hartford agents written 
from overseas. 

All agents of the company were in- 
vited to reply in particular to an ob- 
servation made by this former Hartford 
Accident special agent on the subject of 
postwar planning. Expressions were 
freely invited as to ways and means of 
improving agency and company opera- 


tions, and agents were asked to outline 
any plans they had made for postwar 
operation. 


The book contains some of the award- 
winning letters and chapters on produc- 
tion, advertising, office management, 
public relations, educational programs, 
company activities and surveys. A list 
of the 558 agents and employes of agen- 
cies who participated is published as an 


CHANGES 


Zurich in Several 
Changes; Opens 
Cleveland Branch 


Zurich has announced several 
changes, including a new branch office 
at Cleveland with Earl Dean as man- 
ager. 

At the head office in Chicago L. A. 
Hayner was appointed assistant actu- 
ary. He was been with the company 
since 1924 and has held the position of 
assistant statistician for nine years. Mr. 
Hayner is now in charge of actuarial 
activities for Zurich as well as for the 
affliated companies, Zurich Fire and 
American Guarantee. 

E. K. Lukert was appointed manager 
of the Philadelphia branch office, hav- 
ing previously served as acting manager 
for the past six months. Fred A. Mc- 
Kennett was transferred from Pitts- 
burgh to Newark and was appointed su- 
perintendent of the claim department in 
the latter office. William A. Twine, also 
formerly connected with the Pittsburgh 
office, was transferred to the Los An- 
geles branch and placed in charge of 
engineering and industrial welfare ac- 
tivities for the Pacific Coast. 

George F. Lahey, Jr., who has been 
with the Newark office for 13 years, will 
devote his entire time to the trial of 
law suits and other legal work for the 
company in the Newark territory. In 
the Pittsburgh office A. J. Killard was 
appointed superintendent of the claim 
department, and James N. Porter was 
named supervising engineer, thus filling 
the vacancies created by the transfers 
of Messrs. McKennett and TDwine. 

Roy M. Nelson was appointed re- 
gional manager of the group department 
and will continue to make his head- 











quarters in the Detroit branch office. 
He was formerly the district group 
manager. 

The new Zurich branch office in 
Cleveland is located at 807 Guardian 
building. Before he joined Zurich Mr. 


Dean was Cleveland manager of Massa- 
chusetts Bonding. Most of his insur- 
ance experience was obtained during his 
18 years with Aetna Casualty, with 
which he served in various capacities 
in the production and underwriting of 


both casualty and surety lines in Des 
Moines, Minneapolis and New York 
City. 


Traynor National 
Surety Manager 
in Indianapolis 


Martin J. Traynor, Jr., has been ap- 
pointed manager of National Surety in 
Indianapolis succeeding F. F. Prange, 
who is going with the Emmco group at 
South Bend, Ind. Mr. Traynor has 


been with the home office of National 


Surety for two years as home office 
representative of the agency depart- 
ment. He is a native of Delaware and 
is a graduate of University of Pennsyl- 
vania commerce school. 

His first insurance connection was 
with U: S. F. & G. After 3% years 
there he went with Aetna Casualty and 
three years later with National Surety. 





Simmons Takes Charge of 
Pa. Casualty in Chicago 


Paul J. Simmons, well known Chicago 
casualty man, has been placed in charge 
of the Chicago of- ’ 
fice of Pennsyl- 
vania Casualty, 
which operates as 
a western depart- 
ment. He has been 
with the office for 
about six months. 
H. E. Mankin, 
manager, and Shar- 
man Owsley, as- 
sistant manager, re- 
cently resigned. 
Mr. Mankin tem- 
porarily is making 
the office his head- 
quarters and Mr. 
Owsley has gone to the southwest to 
work with an agency. 

D. M. Meany has been appointed com- 
pensation and liability underwriter. 

Mr. Simmons has had 20 years’ insur- 
ance experience in Chicago, starting 
with the Insurance Exchange branch of 
Travelers. After 13 years he went with 
Maryland Casualty there as casualty un- 
derwriter and became assistant casualty 
manager. Two years ago he joined the 
Chicago branch of American Automo- 
bile as superintendent of the liability de- 
partment, and a year later went with the 
Cook county (Ill.) branch of Royal- 
Eagle Indemnity as chief underwriter. 

Mr. Meany has been connected with 
Continental Casualty for two years in 
the home office and then the Insurance 
Exchange branch. Previously he was 
an independent adjuster. 





Paul J. Simmons 





Bowers Mass. Bonding 
Manager at Cleveland 


C. Lloyd Bowers has been appointed 
manager of Massachusetts Bonding at 
Cleveland. He has been manager at 
Albany, N. Y., the past six years and 
previously was with the company as as- 
sistant manager at Des Moines. For a 
time he was in the field for Great Amer- 
ican Indemnity. He succeeds Earl 
Dean, who has gone with Zurich as 
manager of a new branch office in 
Cleveland. Mr. Bowers is succeeded in 
Albany by John A. Rudd who has been 
with the company there a number of 
years and who was a claim adjuster and 
assistant manager. 





Summers Opens Own Agency 
Paul R. Summers has resigned as 

special agent for Hartford Steam Boiler 

to enter the local agency business at 





ATTENTION 
KANSAS CITY 


Financially strong, favorably 
known, progressive casualty com- 
pany seeks high class general 
agency representation for Kansas 
City. Missouri. Member National 
Bureau already efficiently servicing 
substantial volume Missouri busi- 
ness. Volume secondary to under- 
writing quality of business pro- 
duced by some financially respon- 
sible growing agency deserving 
greater recognition and personal 
interest of Home Office executives 
looking to establishing long term 
mutually profitable relationship. 
Replies addressed to A-89, care 
The National Underwriter, 175 W. 
Jackson Blvd., Chicago 4, will be 
treated in strictest confidence. 
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Salt Lake City. 
fices in the 
had been with 
many years. 


He has established of- 
Newhouse building. He 
Hartford Steam Boiler 


Now Has Engineering Service 

The Chicago office of Ohio Casualty 
under James P. Cunningham has opened 
an engineering department to. serve 
agents in Chicago and Illinois, in charge 
of Claire W. Evans, supervising engi- 
neer. Mr. Evans formerly was with U. 
S. F. & G. for six years as safety engi- 
neer, and before that was assistant di- 
rector of personnel of Owens-Illinois 
Glass Co. He is a graduate of Indiana 
University. 


McFarland Leaves Royal Indemnity 


M. E. McFarland, casualty superin- 
tendent of Royal Indemnity in Los An- 
geles, has resigned to go with Pacific 
Employers as special agent in the cas- 
ualty department. 


Three Illinois agents are marking 
their 30th anniversary of Aetna -Cas- 
ualty representation. They are Matt B. 
Marvin, Freeport; H. H. Monier. Mon- 
ier & Morrissey, Champaign, and R. E. 
L. Brooks, 9117 Commercial, Chicago. 
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7. Minimum of exclusions. 
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for post-war business 


“American's” Grad New 
AVIATION POLICIES 
Potut the Way 


Millions of people are flying today as pilots or pas- 

sengers in airliners and private airplanes. Build your 

Aviation business with the following exclusive fea- 

tures of “American's” 

program. 

1. Medical payments coverage for pilot, passen- 
ger, and crew. 

2. Open pilot form. 

3. Completely selective coverages. 

4. Temporary use of substitute aircraft. 

5. Automatic insurance for newly acquired air- 
craft. 

6. Broad territorial coverage. 


Learn all about Aviation insurance by writing Fred N. Davey, Vice Pres., for complete 
details about our easy-to-understand Aviation program. 
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Form New St. Louis 
Casualty Insurer 


LOUIS — Interests identified 
General Insurors and St. Louis 
Fire & Marine have incorporated St. 
Louis Casualty & Surety with 20,000 
shares of $10 par value stock author- 


ST. 
with 


ized. In addition to St. Louis F. & M., 
the General Insurors organization oper- 
ates Washington F. & M. of St. Louis 
under a management contract. 
Pacific Ind. Shares Acquired 

The summary of securities transac- 


tions and holdings reported to the Se- 
curities & Exchange Commission for the 
period Nov. 11-Dec. 10 shows that M. 
R. Johnson, president of Pacific Indem- 
nity, acquired 300 additional shares of 
his company and that his holdings now 
amount to 1,550 and that Executive 
Vice-president Preston Hotchkis added 
500 shares to his holdings which now 
total 858 shares. 

Need sales training in elements of cov- 


erages in casualty and surety lines? 
Write National Underwriter. 





complete Aviation insurance 


9. Unusually broad coverage. 
10. Reasonable Rates. 
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Axton Fisher Employes Do 
Not Lose Much After All 
LOUISVILLE—As a result of hav 


ing $3,000 of primary coverage and $17,- 
614 excess dishonesty insurance with 
Lloyds of London, all of which has been 
paid, the Twenty Grand Credit Union 
of the Axton Fisher Tobacco Co. em- 
ployes will be able to pay its members 
about 80 cents on a dollar, regardless of 
the fact that the organization was about 
$26,000 short in its finances, due to John 
Melvin Blunk, treasurer, having de- 
faulted. 

Blunk was convicted and sentenced to 
serve five years. 

W. L. Vandenburgh, managing direc- 
tor Kentucky Credit Union League, ap- 
pointed as a special director of the 
state division of banking to liquidate. the 


credit union, will work out the settle- 
ment. 
In the meantime Axton Fisher was 


sold to the Philip Morris interests. 


Issues Warning to Banks 





The “Protective Bulletin” of the 
American Bankers Association, in ex- 
pressing gratification at the recent 
action of the registered mail under- 
writers in squarely assuming liability 
for messenger or “street” risks rather 


than seeking to place such losses upon 
“the higher priced forms of bankers’ 
blanket bonds and other transit poli- 
cies,” goes on to say that marine under- 
writers have been concerned by the fact 
that losses were reported by consignee 
banks which discontinued arming their 
messengers or providing guards, and 
relied entirely on insurance for protec- 
tion. Unguarded bank messengers and 
their funds are soon parted. No jbank 
should be guilty of thus jeopardizing 
the lives of its own employes and 
wherever possible, armored cars should 
be utilized. 

Under the rider that became effec- 
tive Dec. 1, 1944, the registered mail 
insurer declares that the insurance shall 
attach as primary insurance as respects 
any blanket bond in the name of the 
sender or addressee while the property 
is in transit to and from _ postoffices 
and express offices at places of sending 
and address. 


New York Club Reelects 

The Surety Managers Association of 
the City of New York at the annual 
meeting reelected these officers: Presi- 
dent, J. R. Hillas, Fidelity & Casualty; 
vice-president, William Twamley, Na- 
tional Surety; secretary-treasurer, How- 
ard Cox, U. S. F. & G. New members 
of the exécutive committee are: J] Madi- 
gan, Maryland Casualty; R. Martin, 
Standard Accident, and R. Stewart, Fire- 
man’s Fund Indemnity. 


PERSONALS 


. R. Lawson, resident vice-president 
in Seattle of American Automobile, was 
married to Miss Margaret Burpee of 
Wapatoo, Wash. 


Harry R. Kendall, chairman of Wash- 
ington National, is featured in the Janu- 
ary edition of the publication of the Sal- 
vation Army Association of Chicago. He 
is third vice-president of that associa- 
tion and it was largely through his ef- 
forts that the association in 1944 was 
able to make a gift of complete athletic 
equipment to the men of the navy LST 
590. Mr. Kendall is a trustee of Union 
College and a trustee of the Lincoln In- 
stitute of Kentucky. 

The Health & Accident Underwriters 
Conference headquarters office in Chi- 
cago was host at a cocktail party the 
other afternoon during which the visi- 
tors had an opportunity to inspect the 
new Offices on the 15th floor at 176 
West Adams street. Harold R. Gordon, 
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managing director, Miss Marie Mead, 
secretary, and the others at headquar- 
ters acted as hosts. Friends in the ac- 
cident and health business as well as 
other insurance organization people 
were guests. 


John C. Duncan, 


assistant comptroller 


of the Aetna Life companies, has com- 
pleted his 30th year with the organiza- 
tion. He joined Aetna Jan. 5, 1915, and 


after serving as an army pilot in France 
in the last war, returned to the company 
as an aircraft underwrité. In 1922 he 
was transferred to the general admin- 
istration department, and in 1929 to the 
comptroller’s office. He was elected as- 
sistant comptroller in 1933. 

W. O. Schilling, Chicago manager of 
U. S. F. & G., and Mrs. Schilling are 
enjoying a rest in Florida. They are for 
a time to be with their son, Capt. Wil- 
liam Schilling, who is stationed at a 
camp in Florida and will be with his 
parents at Miami during a leave. 

Frank Hohenadel, office broker with 
Aetna Casualty in Chicago, celebrated 
his 40th anniversary with the company. 
He has two sons in service, one a pris- 
oner of war in Core 


DEATHS. 


Mark A. Reese, 64, manager of the 
casualty and bonding department of 
Seeley & Co. at Seattle, died at his 
home after a brief illness. During his 
long career in insurance, Mr. Reese was 
prominent in surety underwriting, was 
long active in the Seattle Surety Asso- 
ciation and the Casualty Association. 
Although he retired from active work 
in the agency field when he joined See- 
ley & Co. several years ago, he retained 
an ownership interest in the firm of 
Duryee & Reese. Several months ago 





his partner, K. T. Duryee, died and 
since that time the agency's staff has 
been continuing the business. 


Edward F. Healey, 54, formerly bond- 
ing superintendent eastern department 
Fidelity & Casualty, New York, died at 
his home in Freeport, L. L., after a long 
illness. Mr. Healey started in the bond- 
ing field about 27 years ago with Globe 
Indemnity. He went to Fidelity & Cas- 
ualty as bond underwriter metropolitan 
office from Ocean Accident in 1936. In 
1938 he became bonding superintendent 
eastern department. Since 1943, because 
of disability, he had been working in the 
home office bonding department. 

Edwin J. Berkvam, home office un- 
derwriter of Travelers for 25 years, 
died suddenly while at work. 

George W. Smith, 86, president of the 
Illinois Commercial Men’s Association, 
Chicago, died. 


Huff Federal Life 
Agency Assistant 


Federal Life has appointed Emory A. 
Huff as assistant superintendent of 
agents. He has taken up his new duties. 

After service in France in the former 
war he entered the drug business as 
a salesman and was later advanced to 
vice-president and general sales manager. 
Later he resigned to enter life insurance 
as a broker and personal producer. 

He was associated with Mutual Ben- 





5—Casualty Fieldmen Wanted 


An old established multiple line mutual casualty 
company has openings for five special agents 
for territories in Kansas, Iowa, Illinois, Minne- 
sota and Wisconsin. These are permanent posi- 
tions with a future for men willing to work and 
advance under excellent working conditions and 
Home Office cooperation. Salary and expenses. 
Give personal history. draft status and experi- 
ence in first letter. Repli fidential. Address 
A-90, The National Underwriter, 175 W. Jackson 
Blvd., Chicago 4, Ill. 
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supervisor at Peoria, Ill. In 1934 Mr. 
Huff became affiliated with the agency 
department of Alliance Life as agency 
erganizer. He served in that capacity 
for over 10 years until he resigned to 
join Federal Life. Mr. Huff has had 
15 years of sales management experience 
in life insurance and is familiar with 
its sales problems, both from the stand- 
point of the field and the home office. 


C. G. Hale Cleveland Speaker 


Clayton G. Hale addressed the Cleve- 
land Association of Casualty Managers 
at a luncheon Monday with about 50 in 
attendance. Mr. Hale is a trustee of the 
Ohio Association of Insurance Agents. 


Washington Bureau Elects 


_ The Underwriters Bureau of Wash- 
ington, which maintains an automobile 
impaired risk system in Seattle, has 
elected A. O. Stuberg, Massachusetts 
Bonding, as president for 1945. R. L. 


Noble, Kemper companies, is vice-presi- 
dent and Mrs. J. B. Wilberton reelected 
secretary-treasurer. 

Trustees are J. W. Gowdey, North- 
west Casualty; J. E. Charbonnel, Fire- 
man’s Fund Indemnity, and Nelson 
Friday, American Automobile. 





Los Angeles Auditors Elect 


LOS ANGELES — The Insurance 
Auditors Association, southern Cali- 
fornia chapter, has elected these offi- 
cers: President, Grover Spoor, Pacific 
Indemnity; first vice-president, M. J. 
Yebor, National Automobile; second 
vice-president, William Sullivan, Lum- 
bermen’s Mutual; secretary, William 
Spencer, state insurance fund; treasurer, 
A. C. Lewis, Hartford Accident. 





Prepaid Surgical Plan for N. Y. 
NEW YORK —In cooperation with 
the New York medical profession, 
United Medical Service will formally an- 
nounce a new voluntary prepaid surgical 











BIG DAMAGE SUIT PENDING— 
NO DRAM SHOP LIABILITY 
INSURANCE POLICY 


The building may be sold by court order to satisfy a judgment. 


Yes—it is a big mistake for the owner of a building in which 
there is a tavern, restauraat or club serving intoxicating bever- 
ages, to be without Dram Shop Liability Insurance. 


Courts and juries seem to favor the “have 
nots." The “have” must pay. 


INSURANCE IS THE ONLY PROTECTION 
For Best Terms Address 


A.F. SHAW & CO., INc. 


CHICAGO, 175 W. Jackson Bivd. 
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and obstetrical care plan at a dinner Jan. 
16. Announcement of the plan apparently 
means that the medical profession and 
adherents of Mayor LaGuardia’s pro- 
posed Health Insurance Plan of Greater 
New York cannot reach an agreement. 





Chicago Coroner Addresses 
Claim Association There 


About 60 attended a Chicago Claim 
Association dinner meeting at which 
Coroner A. L. Brodie discussed the 
operation of his office. He said the 
Chicago corner’s office was the first to 
establish that the barbitrates are habit 
forming and deadly poison in quantity. 

Claim men expressed interest in learn- 
ing the source of the coroner’s physi- 
cian’s information when he learns that the 
deceased had a history of heart or some 
other disease. While such communi- 
cations to the coroner’s physician are 
confidential, but Mr. Brodie said that if 
the claim man has information pointing 
to a cause of death other than that 
given by the coroner’s physician, he, 
Brodie, would be glad to see that the 
claim man gets more information from 
his office or an autopsy or post-mortem, 
if that is necessary. 





Propose Auto Responsibility 
Law in Maryland 


. BALTIMORE—The Maryland leg- 
islative council has announced that an 
automobile safety responsibility law 
similar to that in effect in New York 
will be submitted at the present session 
of the legislature. 


Bechtold to National Auto 


Jack Bechtold, former Oakland man- 
ager for the Employers group and more 
recently with the northern California 
office of General Accident, has resigned 
to join the northern California depart- 
ment of National Automobile & Cas- 
ualty of Los Angeles to travel in that 
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Praises Sureties’ 


Record in Arkansas 


LITTLE ROCK—tThe value of Ar- 
kansas’ 1937 law requiring state and 
county officials to file corporate surety 
bonds was praised by State Comptroller 
J. Bryan Sims upon his retirement after 
24 years in the state auditorial depart- 
ment. In 1944 audits made for county 
officials for 1943 did not reveal a short- 
age or discrepancy where it was neces- 
sary to call upon a bonding company to 
settle, he said. There has been but one 
loss to the state since the bill went into 
effect in 1937, he reported. A circuit 
clerk defaulted more than the face value 
of his bond and the difference had to be 
charged off. The only reason this hap- 
pened was that the courts, in placing 
the amount of the bond, did not realize 
the full amount of money the official 
would handle in a year’s time. 


May Earn Rate Reduction 


If 1945 experience is good, rates of 
bonds may be reduced, he predicted. 
They have been extremely high, but the 
companies could not be blamed because 
of the experience they had, he stated. 

Arkansas has a compulsory county 
audit law requiring the state auditorial 
department to audit the books of all 
county officials annually. ; 

In the time he has been with the audi- 
torial department, he said, “we have col- 
lected over $1,550,000 from bonding 
companies. During the past 15 years 
this has been accomplished without hav- 
ing to fight a suit through the courts 
against any bonding company. Settle- 
ments have always been reached by con- 
ference.” 

About 10 years ago there were so 
many discrepancies and shortages un- 
covered that the surety companies with- 
drew from the state and refused to 
write officials’ bonds, with the exception 
of two companies which wrote only se- 
lect business. At present 15 or 16 bond- 
ing companies are writing public official 
business in the state. 





To Require Taxicab Insurance 

JOHNSON CITY, TENN. — The 
city council here has asked the Tennes- 
see legislature to ratify an amendment 
to the city charter requiring all. taxicab 
operators to carry public liability in- 
surance of $5,000/$10,000 and property 
damage of $1,000/$2,000. 





If vou sell disabilitv insurance, don’t 
be without The A. & H. Bulletins. Write 
The A. & H. Bulletins, 420 E. 4th St., 
Cincinnati 2, Ohio. 








Opportunity in Texas for man under 40 not 
subject to military service, with casualty, ma- 
rine or fire experience, as office underwriter or 
on road os special agent for large general 
agency. Good salary, bonus and permanent 
position for right man. Address A-83, The Na- 
tional Underwriter, 175 W. Jackson Blvd., Chi- 
cago 4, Ill. 

















WANTED 
Bond mon, with underwriting and rating back- 
ound, for Los Angeles Insurance Company 
ome ice. Give full details of experience, 
draft status. All replies confidentisl. Salary 
oven. Address A-84, The National Underwriter, 
175 W. Jackson Blvd., Chicago 4, Illinois. 

















WANTED 

Manager for fidelity and surety department in 
Philadelphia with underwriting and production 
experience. Excellent opportunity. Address A-87, 
The National Underwriter, 175 W. Jackson Blvd., 
Chicago 4, Ill. 














WILL PURCHASE 
GENERAL AGENCY 


With annual commission not less than $8,000. 
Would consider partnership in progressive 
agency. Address A-91, The National Under- 
writer, 175 W. Jackson Blvd., Chicago 4, Ill. 
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MIDDLE WESTERN STATES 





Renominate Evans to 
Head St. Louis Board 


ST. LOUIS—O. D. Evans, Stand- 
ard Underwriters Agency, has been 
nominated for reelection as president of 
the Insurance Board of St. Louis at the 
annual meeting Jan. 16. L. H. Trout, 
General Insurors, is renominated for 
vice-president, and Oden D. Prowell, 
Geo. D. Capen & Co., for treasurer. Ly- 
man Barrows, Daniel & Henry Co., is 
the nomineee for secretary to succeed 
Paul J. Schroeder, Eggert-Carroll- 
Schroeder. Nominated for the execu- 
tive committee are J. J. Henschke, In- 
surance Agency Company; J. F. 
O’Boyle, Charles L. Crane agency; P. 
J. Schroeder, Eggert-Carroll-Schroeder; 
W. Ayton Cox, Geo. D. Capen & Co, 
W. H. Finke; C. H. Morrill, W. H. 
Markham & Co., L. E. Bright, and F. 
} 7% Jt, Lawton- Byrne-Bruner, and 

Sheehan, J. P. Dolan Realty Co. 

P Wallon Rodgers, N.A.I.A. executive 
assistant, spoke Wednesday on “Prog- 
ress Made in National Public Relations 
Program and a View Into the Future.” 


Sybrandt, Church Promoted 
by Western Adjustment 


| Sybrandt, Jr., manager of West- 
ern Adjustment’s south side Chicago 
office, has been promoted to the head 
office department of the Cook county 
branch, effective Jan. 15. R. D. Church, 
gg staff adjuster at Toledo, succeeds 
1m 


Mr. Sybrandt, a graduate of the Uni- 





versity of Missouri, has been with 
Western Adjustment more than 10 
years. Mr. Church has been with the 


company. since 1939, in various offices 
in Wisconsin, Michigan and Ohio. He 
is thoroughly familiar with the terri- 
tory of the Chicago south side office, 
where he started his adjusting career. 





Ohio Insurance Committees 


Insurance committees of the 
legislature are: 

Senate—Fred L. Adams, 
Green, chairman; S. G. McKie, Cin- 
cinnati; C. D. Sheppard, Akron; F. G. 
Reiners, Cincinnati: T. V. Moorehead, 
Zanesville; R. A. Winter, Lodi; E. A. 
Bartunek, Cleveland, and Edward 
Welsh, Dayton. 

House—J. Harry Asmann, Cincinnati, 
chairman; Reed Essex, Pauling; D. M. 
Hickson, Lancaster; F. A. Hunt, To- 
ledo; J. F. McClure, Loudonville: J. C. 
Nailor, Columbus; F. H. Pierce, Col- 
lins; W. E. Schwall, Wauseon: W. M. 
Warner, Georgetown: J. F. Cantwell, 
Youngstown: J. W. Kovach; W. J. 
Hart and F_ J. Pokorny, Cleveland. 


Ohio 


Bowling 





Rock Island Agents Elect 


At its annual meeting the 
Island Association of Insurance Agents 
elected Elgin A. Manhard president to 
succeed Charles J. Montgomery, who 
has served for nine years. Miss Helen 
M. Stombs was reelected secretary- 
treasurer for her 11th term. Charles A. 
Brady was elected vice-president. Mr. 
Montgomery was reelected association 
representative on the directorate of the 
Rock Island Chamber of Commerce. 


Rock 





Hear Kalamazoo Police Chief 


KALAMAZOO, MICH. — Police 
Chief Hoyt talked to the Kalamazoo 
Association of Insurance Agents on 
traffic engineering and control. He said 


he considers enforcement of traffic regu- 
lations, once the latter have been es- 
tablished on sound safety engineering 
Principles, the most important element 
in holding accidents to a minimum. 


Cincinnati Classes to Be 
Resumed This Month 


CINCINNATI—The University of 
Cincinnati insurance course, sponsored 
by the Cincinnati Fire Underwriters 
Association in cooperation with the Na- 
tional Association of Insurance Agents, 
will resume classes for the second se- 
mester Jan. 16. A. M. O’Connell, vice- 
president Eureka-Security Agency, will 
conduct the first classes on auto prop- 
erty damage and liability. In February 
and March burglary and plate glass will 
be studied with E. A. Russell of the 
Thomas E. Hanlon general agency in 
charge. 

Fidelity and surety bonds will be 
treated in the latter part of March and 
in May, with W. P. Fisher, manager 
bonding department Standard Accident, 
as discussion leader. As before, classes 
will be held from 4 to 6 p. m. down- 
town in the Carew Tower. Enrollment 
is limited to 40 persons. The course has 
been popular with men and women in 
insurance offices. 





Kelly Silent on Insurance 


LANSING, MICH. — Governor 
Kelly’s initial message to the legislature 
as he began his second term in office 
made no mention of any proposals for 
insurance legislation. Significantly miss- 
ing were the recommendations contained 
in his message two years ago that the 
insurance department be merged with 
several other departments in arr omnibus 
bureau supervising various forms of 
business enterprise. 

Colin Smith of Big Rapids has been 
named chairman of the senate insur- 
ance committee. Clarence Reid of 
Detroit heads the senate labor com- 
mittee, which handles workmen’s com- 
pensation matters. 





Change in Muskegon Agency 


MUSKEGON, MICH.—Dudley H. 
Smith of Detroit has retired from the 
local agency of Smith, Easton & Quick, 
and the name has been changed to 
Easton & Quick. Robert E. Easton and 
E. J. Quick now form the organization. 

Mr. Smith, a son of the late Frank 
D. Smith, prominent agent here for 
many years, now dead, took over his 
father’s interests and the firm of 
Smith, Easton & Quick was formed in 
1937, merging the Smith and Easton 
agencies. 





O.K. Fire Protection Districts 


The Missouri supreme court has up- 
held the constitutionality of a law that 
permits the organization of fire protec- 
tion districts in unincorporated areas of 
counties having a population of from 
200,000 to 400,000. At present the act 
applies only to St. Louis county. 

A prior ruling had held the act invalid 
as a special law or class legislation. The 
court now holds that the population 
basis is a proper one because of the in- 
creased fire hazards in populous areas. 


Minneapolis Buyers Elect 


MINNEAPOLIS — At the annual 
meeting of the Insurance Buyers of Min- 
nesota, these officers were elected: Pres- 
ident, C. M. King, Minnesota Mining 
& Manufacturing Co., St. Paul; vice- 
president, F. A. Baumann, Minneapo- 
lis Brewing Co.; secretary-treasurer, Al- 
exis Caswell, Minneapolis. 


$50,000 Muskegon, yon, Mich., Fire 


More than $50,000 insurance loss was 
sustained in a fire at Muskegon, Mich., 
when the Hub hotel owned by Margaret 
L. McMahon was badly damaged, and 
the Pub cocktail lounge, a bakery, meat 





market, newsstand, and other business 
properties were damaged or destroyed. 
There was $32,000 insurance on the ho- 
tel building and on rents, and the loss 
is estimated total, and there Was $3,000 
on contents, total. There was $25,000 
use and occupancy on the cocktail 
lounge, and insurances on other property 
ran from $1,500 to $3,000 each. 


Bay City Theater Loss 


BAY CITY, MICH.—The Westown 
theater, 611 East Midland avenue here, 
in the heart of the west side business 
district was destroyed by fire believed 
to have started by a cigarette carelessly 
discarded in a rest room. The main 
floor of the theater collapsed before the 
fire could be brought under control. 
There was $45,000 insurance on the 
building, insured by Peoples Commer- 
cial & Savings Bank. The theater was 
insured in the mutuals. The bank buifd- 
ing at 615 East Midland avenue sus- 
tained a $12,000 loss. 


Missouri Insurance Colonels 


Missouri local agents named honorary 
colonels by Governor Donnelly, in addi- 
tion to those already listed include John 
P. Gordon, Higginsville; J. Atter- 
bury, Madison; W. D. Jones, Rolla; F. 
M. Horton, Flat River; John M. Word, 
Louisiana; Senator D. E. Williams, 
Troy; N. J. Craig, Mansfield; Earl E. 
Roberts, Steeleville; E. W. Bennett, Sa- 
lem; Sam T. Rollins, Waynesville, and 
Don R. Stevens, Dixon. 








New Columbus, O., Agency 


E. C. Anstaett and Roger Snyder, who 
have been operating the Town & Village 
Insurance Service in Columbus, O., for 
16 years, have formed an affiliated or- 
ganization, Town & Country Insurance 
Service, which will act as general agent 
for Mutual Trust Life, covering 12 coun- 
ties. Harry D. Fagin, Mutual Trust 
general agent at Mount Vernon, IIL, 
since 1937 will be life manager of the 
new organization. 


Newton Board Gets City Line 


The Newton (Kan.) Insurance 
Board through its insurance committee 
headed by Ben H. Northcott, Jr., and 
Secretary Dwight N. Eells of the Cen- 
tral Securities Agency has secured fire 
and extended coverage on city proper- 
ties there, to be written under blanket 
form. Last year the board secured 
similar coverage on county properties 
and has handled the school coverage for 
some years. 





Racine Agency Now McQueen, Inc. 


McQueen, Inc., is the new name 
adopted by the Fagan-Newell-McQueen 
Co., Racine, Wis. The agency was es- 
tablished in 1896, and has been headed 
by Thomas S. McQueen, as president, 
with R. L. McQueen, vice-president, 
and I. E. Frederickson, secretary-treas- 
urer. 


La Salle County, Ill., Election 


The LaSalle County (Ill.) Association 
of Insurance Agents has elected these 
officers: President, J. J. Mohan, Strea- 
tor; vice-president, K. W. Pohl, Men- 
dota; secretary-treasurer, C. O. Mc- 
Carty, Ottawa. 


Detroit Fire Loss Up 
DETROIT—The 


1944 fire loss here 
totaled $5,035,600, an increase of $879,- 
260 over 1943. The 12,691 fires fought 
in 1944 were 745 more than in the pre- 
vious year. 


NEWS BRIEFS 


Companies represented in Hoppe’s In- 
surance Agency, Sheboygan, Wis., were 
the hosts at a dinner in honor of the 
25th anniversary of Mrs. Arno Kremin 
with the agency. The company repre- 


sentatives and agency personnel were 
entertained later at the apartment of 
Gustav H. Guenther, president of the 
agency. 

Clarence R. Burr has joined the 
Colehour agency of Rockford, Ill. For 
the past three years he has been con- 
nected with the army ordnance depart- 
ment. He is a former city treasurer of 
Rockford and for 12 years was district 
agent there for Provident Mutual Life 
and also operated as a broker. 

Howard B. Knipfer has joined the 
John Jacob agency, Canton, O., and will 
have charge of its automobile and truck 
insurance department. At one time he 
was with the J. Gordon Gaines agency 
at Akron. 

John R. Fraver has rounded out 10 
years with the Hale & Hale Co. of 
Cleveland. He is office underwriter of 
the firm and has had about 19 years’ 
insurance experience. 

At the monthly dinner meeting of the 
Insurance Wemen of Milwaukee, Ken- 
neth Haagensen, manager of the post- 
war planning division of the Milwaukee 
Association of Commerce, discussed some 
of the aspects of post-war planning in 
the Milwaukee area. 

The Insurance Women of Wichita are 
launching an inland marine study class 
Jan. 15 under the direction of Walter 
Rowse of the Western Adjustment, for- 
merly marine adjuster at the St. Louis 
office. 

Emmett Wright, formerly with the L. 
R. Newfield agency, Beloit, Wis., has 
opened his own agency there. 


SOUTH 


New Dwelling Form 
and Rules in Okla. 


OKLAHOMA CITY — The new 
dwelling and contents form, new ex- 
tended coverage endorsement and the 
revised rules adopted in most other 
middle western states have been put in 
force in Oklahoma. As is the case in 
other states, the dwelling and contents 
form may be used on all dwellings con- 
taining two families or less, except farm 
property and the dwelling contents form 
may be used on household and personal 
property in apartments, hotels and 
dwelling sections of other buildings, as 
well as on property in dwellings. 

A new dwelling schedule went into 
effect at the same time, with the charge 
for approved type B vent pipes from 
domestic appliances using gas for fuel 
eliminated. The new rules eliminate 
the additional charge for priorities cov- 
erage for rent and additional living ex- 
pense insurance on risks in the dwelling 
class and include the other changes in 
force in other states, including the new 











automatic reinstatement and fallen 
building clause waiver rules, abolition 
of the merchandise and fixture form, 


and unlimited vacancy on dwelling class 
risks. 


Harrison Manages 
Cotton Association 


R. B. Barnett, cHairman of the execu- 
tive committee, has announced the ap- 
pointment of Peyton M. Harrison as 
manager of the Cotton Insurance Asso- 
ciation, succeeding the late G. C. 
Ferrell. 

Mr. Harrison has been with the as- 
sociation more than 20 years. During 
this time he has done field work in 
Oklahoma, Texas and in all the Mis- 
sissippi Valley cotton states. For sev- 
eral years he has been state agent in 
charge of Mississippi and Louisiana, 
with headquarters in Jackson. 

R. B. Berkeley will continue as dep- 
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uty manager and John S. Hudgins as 
assistant manager. Both men _ have 
been with the association many years. 





McGuire Offers Suggestions 
on Automobile Insurance 


SAN ANTONIO—Philip McGuire, 
special agent of Floyd West & Co., in 
addressing the Insurance Women of 
San Antonio on automobile insurance, 
outlined the sales points on the broad 
coverage and deductible forms. Concern- 
ing the buying of the broad coverage, he 
suggested that tourists who plan to be 
in Mexico any length of time buy insur- 
ance from agents in the border cities, 
who are familiar with the problems of 
Mexican coverage and are in a position 
to service such policies. 

He explained that commercial auto- 
mobiles which come under the regula- 
tions of the railroad commission must 
carry limits required by this board. He 
also called attention to load capacity 
problems and rate conditions where 
some forms of coverage become almost 
iteciaeaicel because of cost. He said 


experience rating is hazardous for the 
agent and showed why the fictitious fleet 
may not be what the agent thinks. 

Mrs. Doyle Rheiner, vice-president of 
the women’s group, ‘has been elected 
president to succeed Miss Louise Pow- 
ell, who resigned to be married. 





Dallas Losses Reduced 


DALLAS—Dallas fire losses were cut 
27.8% in 1944, with the total dropping 
from $1,729,602 in 1943 to $1,247,778. 
Dallas and Houston have been engaged 
in a lively contest for the best record 
in reduction of losses. 


NEWS BRIEFS 


The fire protection classification of 
Alva, Okla., has been changed from 7 
to 6. 

The Insurance Women’s Club of Tulsa, 
Okla., has inaugurated a Dunkers’ Club 
at Riverview school, where service men 
are sheltered for week-ends. 

The Batesville Insurance & Finance 
Co. has been organized at Batesville, 
Ark., with a capital of $40,000. Incorpo- 
rators are Bert Stephens, Ted Anderson 
and Annie J. Crutchfield. 











EASTERN STATES ACTIVITIES 





Honor Brooks at Newark 
Dinner; Schmidt to Speak 


NEWARK—tThe Essex County In- 
surance Agents Association will hold a 
dinner-meeting here, Jan. 23, honoring 
Herbert Brooks, past president of the 
association and also of the New Jersey 
ae of Insurance Agents. 

. Schmidt, insurance manager of 


the Johns-Manville Corp. and vice-presi- 
dent of the American Management As- 
sociation in charge of the insurance di- 


vision, will speak on “The Insurance 
Buyer, the Agent, and Their Mutual 
Problems.” Company representatives 


have been invited to attend. 

Russell E. Stevens has been elected 
vice-president of the, Essex county as- 
sociation, succeeding Edward E. Bruen, 
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S. W. CARSON, Insurance Adjuster 


All Lines 
Serving Central Florida from Two Offices 
26 Wall Street 130 Ivy Lane 
Orlando Daytona Beach 
Phone 2-346 Phone 8202 


16 Years Experience 
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THOMAS T. NORTH 
ADJUSTMENT COMPANY 


Adjusters All Lines 


175 W. Jackson Boulevard, Chicago 
Branch: 212 Jefferson Ave. 
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IOWA 





GEORGE LOVEJOY CO. 


Insure nce Adjustments 
Fire * Inland Marine * Automobile * Aviation 
TELEPHONES 2-4622 2-3629 
Davenport, lowa 
First National Bank Bldg. Davenport, lowa 
Serving Eastern Iowa and 
North Central Illinois 








MARYLAND 





SOUTHERN UNDERWRITERS, INC. 
Casualty Insurance 
Adjusters 
Safety Engineers 
1020 St. Paul St. Tel. Vernon 2352 
Baltimore 2, Md. 





MICHIGAN 





WAGNER AND GLIDDEN, INC. 
TOPLIS AND HARDING, INC. 
INSURANCE ADJUSTMENTS 


ALL LINES 


Chieage New York 
Les Angeles Detreit 











MINNESOTA 





MAIN & BAKER, INC. 
GENERAL ADJUSTERS for the COMPANIES 
816 Second Ave. S. 
Minneapolis, Minnesota 
Telephone MAin 3448 


Branch offices: St. Paul, Duluth, Minn.; Grand 
Ferks, Bismarck, N. D.; Sioux Falls, 3. D. 








Jr., who resigned due to pressure of 
business. Miss Myra C. Knight of the 
Moxley-Kerr Agency, Montclair, has 
been elected to the executive commit- 
tee, becoming the first woman to hold 
office in the association. 


Wikman Goes to Buffalo; 
Dermody to Scranton 


Fire — Adjustment Bureau 
has appointed Allan Wikman assistant 
branch manager at Buffalo, N. Y. He is 
succeeded at Scranton, Pa., by W. H. 
Dermody, formerly adjuster in charge 
at Hazelton, Pa. 

Mr. Wikman started in 1922 with Con- 
tinental in New York City, and later 
joined the loss department of Commer- 
cial Union Assurance. In 1926 he trans- 
ferred to Firemen’s and in 1927 joined 
General Adjustment Bureau as staff ad- 
juster at Scranton. He has been branch 
manager there since 1942. 

Mr. Dermody entered insurance in 
1926 as a local agent, and in 1929 joined 
General Adjustment. After several years 
as staff adjuster at Scranton and Wilkes- 
Barre, Pa., he was appointed adjuster 
in charge at Hazleton in 1937. 








Mutuals’ Legislative Committee 


BOSTON—Companies represented in 
the Mutual Fire Insurance Association 
of New England have voted to cooper- 
ate with the Massachusetts insurance 
department in bringing about legislation 
to put the commonwealth in line with 
federal requirements and appointed this 
committee to investigate necessary leg- 
islation and report back: George L. 
Barnes, general counsel of the associa- 
tion; Felix Hebert of Providence, coun- 
sel for the Factory Mutuals; Charles F. 
Goodale, counsel yor seemed American 





Mutual Fire, and Martin P. Luthy, sec- 
retary of Federal Mutual Liability. 


Pike Is Paull Special Agent 


Charles H. Pike has been appointed 
special agent of the Alfred Paull & Son 
general agency of Wheeling, W. Va., 
to cover the territory formerly super- 
vised by J. A. Phillips. Mr. Pike is a 
native of West Virginia and a_gradu- 
ate of the state university. He was 
with the West Virginia Inspection Bu- 
reau for 15 years, and for the past two 
years has been a government inspector 
of war plants. Mr. Pike will have 
headquarters in the Security building, 
Charleston, W. Va. 





Name Mass. Insurance Committee 


John S. Whittemore, secretary of 
Eastern Commercial Travelers, and J. 
Austin Peckham, Wellesley, and Mat- 
thew J. Capeless, Pittsfield, local agents, 
are the insurance men named on the 
Massachusetts legislative insurance com- 
mittee. 


Boch Leaves State Post 


CHARLESTON, W. VA.—Howard 
P. Boch, assistant state fire marshal, has 
resigned to become safety engineer for 
the Factory Mutuals in Cleveland. He 
will be succeeded by Ezra N. Midkiff of 
Huntington. 


Binder Made General Agent 


David Binder of Newark has been ap- 
pointed general agent of Scotch Under- 
writers of Caledonian for northern New 
Jersey. 





Louis H. Hoffman, office manager for 
John C. Paige & Co., Boston, has been 
appointed a major on the staff of Gover- 
nor Tobin of a 











PACIFIC COAST AND MOUNTAIN. 





Montana Governor 
Concerned Over Decision 
Implications 

HELENA, MONT. — Pointing out 
the U. S. Supreme Court insurance 1s 
commerce decision has brought into 
serious doubt the power of states to 
tax and regulate the business, Governor 
Ford, in his address to the Montana 
legislature, declared that this “is of vital 
concern to the protection of Montana 
policyholders and to the state as a tax- 
ing authority with $400,000 annual 
revenue at stake.” He urged attention 
to this problem “so that legislation may 
be enacted reserving to the state the 
right to regulate insurance business 
transacted within the state.’ 


Many Wash. Agé Agents Share 
Commissions on Liquor Line 


SEATTLE—More than 600. Wash- 
ington agents and brokers participated 
in distribution of over $20,000 in accu- 
mulated commissions on insurance of 
the state liquor control board. Each 
producer received a check for $33.50. 

The distribution was made on the 
recommendation of the Washington As- 
sociation of Insurance Agents and a 
committee of the organization, headed 
by President V. R. Lee, handled the 
negotiations with the board. 

The list of participants included both 
members and non-members of the asso- 
ciation. It was compiled by the state 
association with the primary purpose of 
recognizing all agents who are deemed 
to be permanently in the business. The 
list included the 354 agencies affiliated 
with the association and more than 200 
non-members, including both stock and 
non-stock representatives. 

The distribution was the first made 


by the liquor board since Governor 
Langlie took office. The svstem of 
setting aside commissions in a trust 


fund for distribution to agents and bro- 
kers was inaugurated a number of years 
ago by former Governor Martin. 


New King County Chief 
Long Active in Seattle 


Edgar L. Smythe, who was elevated 
to the presidency of the King County 
Insurance Association at the annual 





EDGAR L. SMYTHE 


meeting and banquet in Seattle, is a 
partner in the agency firm of McGraw, 
Kittinger & Case. 

A native of Michigan, Mr. Smythe 
went to Seattle in 1927, joining North- 
western Mutual Fire. He joined Henry 
Broderick, Inc. in 1929 and later became 
assistant manager of the insurance de- 
partment. In 1935 he became manager 
of the insurance department of West 
& Wheeler and last September joined 
Elwell C. Case in the present partner- 
ship, which operates one of Seattle’s 
oldest and largest agency firms. Mr. 
Smythe’s election to the presidency of 
the King County association climaxes 
many years of organization activity, 
during which he served on the board 
of trustees, as chairman of several im- 
portant committees and as vice-presi- 
dent in 1944. 

Other officers of the association are 
Wm. Gasser, vice-president; R. P. Cun- 
ningham of the George W. Rourke 
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agency, secretary-treasurer, and Irwin 
Mesher, executive secretary. Three 
new trustees elected this year_ are 


Wayne C. Meek, J. R. Storm, and 
Jenner. Hold-over board members are 
R. S. Hanson, W. S. Morgan and H. B. 


Myers. 





Extension Course Starts Feb. 5 


LOS ANGELES—The University of 
California extension division classes in 
general insurance “will be resumed Feb. 
5, with Walter W. Bennett, Bennett- 
Werner Co., as instructor. Thi¢ course 
is prescribed. by the insurance code for 
those desiring to become insurance bro- 
kers. Part I, up to March 22 will cover 
property insurance, including fire, ocean 
and inland marine, automobile, bur- 
glary, plate glass, and _ miscellanous 
lines. Part II, beginning March 29, 
will be devoted to casualty+lines, in- 
cluding liability, accident and health, 
workmen’s compensation, boiler and 
machinery, and bonds. 





Los Angeles Course Starts 


LOS ANGELES—With 56 students 
enrolled, the fire insurance study course 
sponsored by the Insurance Association 
of Los Angeles is now under way. At 
the first session Robert J. White, chair- 


man educational committee, was as- 
sisted by Harold H. Granrud and Ken- 
neth Belknap with Marshall Rankin, 


special agent Aetna Fire, and Russell 
S. Robertson, special agent of Seeley & 
Co., acting in an advisory capacity. 





Seattle Airport Covered 


SEATTLE—A binder covering the 
$300,000 King county airport was or- 
dered by the board ‘of King county 
commissioners on expiration of the 1944 
fire policy. The business was awarded 
General of Seattle and Manhattan Fire 
& Marine and it has been indicated that 
the new board probably will designate 
the King County Insurance Association 
as the servicing agent on the line. 


Williamson to Gould & Gould 





R. L. Williamson, for five years 
Portland, Ore., manager for Markel, 
Inc., has become special agent for 
Gould & Gould, with headquarters in 
Portland. He was for a number of 
years in safety engineering work in con- 
nection with fleets in southern Cali- 
fornia. 





General Agency Changes Name 


The Seattle general agency of Coo- 
ley Company has changed its name to 
Pacific General Agency. E. F. Peith- 
man is president and Harlan Knox, 
general manager. It represents Pacific 
Employers, Lumbermen’s Underwriters 
of Lumbermen’s and Union Marine & 
General in Washington and Oregon. 





Grays Harbor Election Jan. 23 


The Grays Harbor County Associa- 
tion of Insurance Agents will hold its 
annual meeting and election of officers 
at Aberdeen, Wash., Jan. 23. Arthur 
M. Furnia, Montesano, is the outgoing 
president. 





To Set New Mont. Hail Rates 


HELENA, MONT.—The Montana 
board of hail insurance will shortly set 
1945 insurance rates, which the board 
has already agreed must be higher for 
some crops. 

Rates for barley, rye and mustard 
seed are due for increases, while wheat 
probably will remain the same. No 
change is contemplated for flax and 
beans, crops on which much insurance 
has been written in the last few years. 





Get Am. Aviation in Northwest 


Gould & Gould, northwest general 
agents with headquarters in Seattle, 
have been appointed to represent Amer- 
ican Aviation & General in Washington, 


Oregon, Idaho and Alaska for fire, 
automobile and aviation material dam- 
age coverages. American Casualty, 
which company Gould & Gould have 


represented for a number of years, 
writes aviation liability coverages in 
tonjunction with American Aviation, 
thus affording complete aviation facili- 
ties. 


NEWS BRIEFS 


Robert E. Jones has opened an office 
as an independent adjuster at 704 South 
Spring street, Los Angeles. He was 
formerly with Fidelity & Deposit in 
Los Angeles and then with the Loyalty 
group in both the San Francisco and 
Los Angeles offices. 

G. I. Griffith, Olympia, Wash., local 
agent, has appointed Frank Hunt, for- 
merly with the Sunset agency at Long- 
view, as manager of his firm’s insur- 
ance department. 

Warren M. Higley, for six years with 
Northwestern Mutual Fire in Seattle, 
has joined West & Wheeler, as man- 
ager of the insurance department. He 
was previously gith Metropolitan Life 
and Northern Life. 

Strong & Brewster, Portland, Ore., es- 
tate and property management firm, 
have established an insurance depart- 
ment under the management of 
Stevens, for four years with the 
linger, Richards & Freeman agency. 

Charles F. Clise of the Clise & Cum- 
ins agency has been renominated for 
president of the Seattle Chamber of 
Commerce. 

Donald Belt, formerly Portland, Ore., 
manager of Northwestern Mutual Fire, 
has acquired an interest in the J. B. 
Davis agency at Albany. 


CANADIAN 


CCF Charges Are Held to 
Be “Grossly Misleading” 


TORONTO—lIn answer to charges 
by G. M. Fines, Saskatchewan treas- 
urer, that $39, 000, 000 was spent in fire 
premiums in 1943 in Canada wlfile only 
$19,000,000 was received back, board 
companies have issued a pamphlet de- 
claring the statement issued by the Co- 
operative Commonwealth Federation 
party leader is “grossly misleading.” 
Figures from the report of the Do- 
minion superintendent of insurance are 
cited. Premiums totaled $35,571,500, 
losses $17,317,694. Of the $16,385,494 
balance, $16,385,494 was spent in Can- 
ada for overhead and operating ex- 
penses. Out of the balance of $1,868,- 
312, companies had to pay income taxes, 
excess profits taxes if assessable. All 
these taxes remained in Canada. “What- 
ever balance was left could be right- 
fully claimed by the companies as 
profits for distribution to shareholders 
or added to reserve funds. Such profits 


Ger- 

















To N. Y. Supervisory Post 

_ J. D. Lynett, retired supervising chief 
inspector New York City department of 
water supply, gas and electricity, be- 
comes superintendent of the bureau of 


electricity New York Board of Fire 
Underwriters Jan. 15. Mr. Lynett is 
widely known in his field and is the 


author of the city’s electrical code and 
co-outhor of portions of the national 
electrical code. F. N. M. Squires, chief 
inspector of the bureau for over 15 
years, continues in that position. 





Word has been received of the sudden 
death Sunday of Charles E. Leamy, sec- 
retary of Springfield F. & M., at Wild 
Horse Ranch near Tucson, Ariz., where 
he and Mrs. Leamy were spending the 
winter. He was born at Gardner, Mass., 
and, upon graduation from Worcester 
Polytechnic Institute in 1910, he spent 
a time with the Rockwood Sprinkleri 
Co. Then he joined Factory Insurance 
Association, being located from 1914 to 
1919 at Providence. 

In 1920 he became associated with 
Springfield in the service department. 
In 1933 he was appointed general agent 
in its head office territory. In 1939 he 
was elected assistant secretary, and in 
1940 secretary and given supervision of 
the head office service department. 


or some portion of them do go outsideboard companies, through the Vancou- 


of Canada to their rightful owners, but 
they go by special permission of the do- 
minion government. The inference 
from Mr. Fines’ remarks that the dif- 
ference between premiums and losses 


represents profits which never come 
back into Canada, is extremely falla- 
cious. 

“Mr. Fines, for reasons of his own, 


restricted his remarks to fire insurance, 
but had he turned to the other classes, 
such as hail insurance, he would have 
found that the insurance companies, 
many of them fire insurance companies, 
lost approximately $500,000 in 1943, 
most of which went to farmers in the 
prairie provinces. 

“Finally, under its own scheme, Sas- 
katchewan will obviously have to rein- 
sure its risks. With whom will they do 
this? Presumably interests outside of 
Saskatchewan. Therefore it is grossly 
inaccurate to say that all premiums paid 
by the residents of Saskatchewan will 
remain in the province.” 





Award Vancouver School Line 


VANCOUVER, B. C.—The school 
board has awarded its fire insurance to 





ver Insurance Agents Association, after 
some years of patronizing independent 
companies. 

Featuring the new coverage is a “re- 
placement cost” provision, whereby in 
case a school building is destroyed, ad- 
justment will be made without deduc- 
tion for deprication. The final amount 
will be close to $15,000,000. 





P.P.F. Parley with Agents 


Some time later in January the com- 
mittee on rates and forms of the Cana- 
dian Inland Underwriters Association 
will discuss problems of mutual interest 
with representatives of the agents. The 
agents are asking for some important 
changes in the P.P.F. policies. The com- 
mittee of the C.I.U.A. already has re- 
ceived the views of the companies. 


McLaughlin to Belleville 


W. McLaughlin has joined the Haig 
& McDougall agency, Belleville, Ont. 
He has been with Dominion of Canada 
General as Ontario inspector and for- 








A guide 


WHERE TO PLACE YOUR BUSINESS 


or directory of responsible and adequately equipped 
local agents. These offices have nation-wide facilities for 
your out-of-state business. 





FLORIDA 





WRIGHT & SEATON, INC. 
INSURANCE 
West Palm Beach, Florida 











ILLINOIS 





CRITCHELL - MILLER 
INSURANCE AGENCY 


Established 1868 
Insurance Exchange Building 
CHICAGO 








Eliel and Loeb Company 
Insurance Exchange 
Chicago 








FRED. S. JAMES & Co. 


Since INSURANCE 1472 


One North La Salle Street 
CuHicaco 
CENtral 7411 


New York San Francisco 








ROLLINS BURDICK HUNTER CO. 
231 S. LaSalle St. 
Chicago 
Telephone: Andover 5000 
New York Seatthe 








LOUISIANA 





LEON IRWIN & CO., Inc. 


1895 — Fiftieth Anniversary — 1945 
New Orleans, La. 








MICHIGAN 


Detroit Insurance Agency 


G. W. Carter, Pres. 
H. L. Newnan, Vice-Pres. 
Louis J. Lepper, Sec.-Treas. 


Detroit, Mich 





Fisher Bldg. 


MISSOURI 








Lawton-Byrne-Bruner 
INSURANCE 
Saint Louis 








OHIO 





Marsh & McLennan 
Incorporated 
Insurance 


Federal Reserve Bank Bldg. 
164 W. Jackson Blvd. Chicago 


Walter P. Dolle & Co. 
“Insures Anything Insurable” 
Dixie Terminal Building 
CINCINNATI 
Submit Your Proposition to Us 





WISCONSIN 





Moore, Case, Lyman & Hubbard 
General Agents 
175 W. JACKSON BLVD. 
CHICAGO 


Wabash 0406 








Chris Schroeder & Son, Inc. 
210 E. Michigan St, MILWAUKEE 
Engineering Service—All Lines 
The largest insurance agency in the 
State of Wisconsin 

















32 


AGNATIONAL UNDERWRITER 





January 11, 1945 | 





merly was London and Ottawa manager 
of the Canadian Underwriters Associa- 
tion. 


Shift McDowell to St. John 


Frederick R. McDowell, assistant 
manager of London & Lancashire at 
Winnipeg, has been named assistant 
manager at St. John, N. B. 


Lumbermen’s Mutual New Branch 


Lumbermen'’s Mutual Casualty has 
opened a Montreal branch office under 
the direction of John A. S. Lower, in- 
spector for Quebec; A. Rochon, under- 
writer, and L. Damphouse, claims man- 
ager. 








Madge Is Toronto Manager 


American Home Fire has appointed 
Kenneth Madge Toronto manager. For 
15 years he has been with Royal-Liver- 
pool in Montreal and before that was 
with London Assurance in New York. 


MARINE 


Cochrane Forms Marine 
General Agency at Seattle 


A new firm of marine underwriters 
known as C. Ed Cochrane & Co., Seat- 
tle, has been established by C. E. Coch- 
rane, formerly northwest marine mana- 
ger for Home. Coincidentally, announce- 
ment is made by Fire Association of the 
appointment of the new firm as marine 
and inland marine general agents in 
Washington, Oregon, British Columbia 
and Alaska. 

Offices are in the Hoge building. The 
general agency will be devoted exclu- 
sively to ocean and inland marine. 

Mr. Cochrane has been in the marine 
insurance business his entire career, 
starting with Home in San Francisco. 
He was sent to Los Angeles in 1924 to 
establish the marine department there 
and four years later was placed in 
charge of the marine department at 
Seattle. When Home established a ma- 











rine departmental office in Seattle in 
1941, covering the northwest states, in 
addition to Alaska, British Columbia 


and Alberta, Mr. Cochrane was ad- 
vanced to the position of manager. 

In 1933, Mr. Cochrane served as pres- 
ident of the Board of Marine Underwrit- 
ers of Seattle. 





War Cover on Cargo Is 
Somewhat Liberalized 


All members of the American Insti- 

tute of Marine Underwriters have signed 
an agreement that effective from Dec. 7, 
1944, on cargo while water borne in in- 
land waters of the United States (also 
inland waters of Alaska, Hawaiian 
Islands, Virgin Islands, Porto Rico and 
the Canal Zone) on other than over- 
seas vessels, in the event of loss or dam- 
age through explosion, where there is 
no war risk insurance, the provisions 
in the F. C. & S. clause excluding the 
consequences of hostility or warlike op- 
erations will not be used as a defense 
against claims unless caused directly by 
a hostile act by or against a belligerent 
power. 
_Also, the members agreed that effec- 
tive Nov. 2, 1944, where there is no war 
risk insurance, any losses on vessels or 
cargoes, while within the inland waters 
of the United States and Canada, will 
be settled as though the limited war 
risk assumption clause was endorsed on 
the policy. 

The limited war risk exemption clause 
was brought out originally in April, 
1943, and was revised last Nov. 6. It 
covers certain claims which in ordinary 
peace time would be collectible under 
marine policies but are not collectible 
under war time conditions although the 
vessel may be employed in ordinary 
peace time service. 

Last November this endorsement was 
granted as to hulls without charge in 
inland waters subject to suspension 


while the vessel is outside of the inland 
waters. 

The limited war risk assumption 
clause provides specifically that the 

C. & S. clause shall not exclude col- 
lision, contact with any fixed or floating 
object (other than a mine or torpedo), 
stranding, heavy weather or fire unless 
caused directly (and independently of 
the nature of the voyage or service 
which the vessel concerned, or in the 
case of collision, any other vessel in- 
volved therein, is performing) by a hos- 
tile act by or against a belligerent power, 

. provided nevertheless that this in- 
surance is warranted free from all con- 
sequences of piracy, civil war, revolu- 
tion, rebellion and insurrection, or civil 
strife arising therefrom. 

The American Institute points out 
that the agreements are not necessarily 
binding on the other ends of the busi- 
ness such as inland marine. 





Millers National in 
Ullmann Marine Office 


Millers National announces that fa- 
cilities are now set up to begin writing 
marine insurance through Albert UII- 
mann Marine Office, 111 John street, 
New York. 

Millers National is at present a sub- 
stantial writer of inland marine business 
which they will continue to handle 
through their own offices, while Mr. Ull- 
mann’s office, as marine agent will have 
underwriting jurisdiction over marine 
risks, hulls, cargo, etc. 

President W. S. Whitford of Millers 
National said it is the intention to de- 
velop a substantial volume of marine 
business particularly through its coast 
agencies. It will be developed also 
throughout the middle west. 








Convention Ban 
Hits Insurance Life 
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Society, annual meeting, Chicago, Feb. 
7-8; National Association of Insurance 
Agents, National Board of State Direc- 
tors mid-year meeting, Cincinnati, Feb. 
25, and National Association of Life 
Underwriters, National Council — 
year meeting, Omaha, March 15-17. 

convention of the National hesveidion 
of Accident & Health Agents at Omaha, 
Jan. 24-26 gets in just under the wire. 

It has become obvious to anyone who 
has done much traveling lately that the 
transportation and hotel facilities were 
becoming scandalously jammed. It has 
been obvious that travel could not be 
permitted to increase any further and 
that some drastic action had to be taken. 

Conventions occupy a vital place in 
the operation of the insurance business 
and much will be lost by the inability 
of the various groups to get together 
particularly in these times when such 
important decisions have to be made 
at Washington, in the various states 
and by insurance companies and asso- 
ciations as a consequence of the 
S.E.U.A. decision holding that in- 
surance is commerce, also because of 
the interest of insurance in_ so- 
cial security and other legislation at 
Washington and in the states. How- 
ever, unless the Byrnes “appeal” turns 
out to be of little practical consequence, 
it seems certain that insurance compa- 
nies and associations will call off their 
larger meetings without ado. 

J. Monroe Johnson, ODT administra- 
tor, has announced the appointments to 
the committee under the Byrnes pro- 
gram. Besides Johnson, the committee 
is composed of Judge Robert P. Pat- 
terson, under secretary of war; Ralph 
A. Bard, under secretary of the navy; 
. A. Krug, chairman, war production 
board; Charles M. Hay, deputy chair- 
man war manpower commission. 

Johnson named Richard H. Clarem, 
on leave from the Pennsylvania Rail- 
road, as special assistant and recom- 
mended him for appointment as secre- 


tary. He announced early meeting of 
the committee to determine policy and 
develop information. " 

Johnson said the committee “is very 
anxious that the objectives of Justice 
Byrnes’ request—relief of overburdened 
transportation and housing facilities— 
be fully and speedily attained.” He 
added: 

“We have all been concerned not only 
about the problem of absenteeism of 
workers engaged in the producing and 
transporting of desperately needed war 
materials but also over executive ab- 
senteeism caused by attendance at the 

many conventions, industry meetings, 
trade shows and conferences.” 





Actuary Defines 
Insurance Position 
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tal expense contracts are also insured 
under group surgical expense insurance 
plans, a figure that was omitted from 
the social security board memorandum 
on this subject pulished last June, which 
estimated that in the latter part of 1943 
beween four and five million persons re- 
ceived such protection through indus- 
trial plans, plans sponsored by medical 
societies, group clinics and similar or- 
ganizations. Thus about 10 million per- 
sons have some form of protection 
against costs of medical care other than 
hospital costs. 

Mr. Milliman described the surgical 
expense insurance plan and made it clear 
that the insurance companies do not at- 
tempt to interfere with the relationship 
beween patient and physician. The com- 
pany reimburses the patient for his out- 
lay up to the policy limit and if that is 
not enough the employe must pay. the 
excess himself. 

Though premium rates as first estab- 
lished were based on data not com- 
pletelyvsatisfactory, the volume of bene- 
fits paid has been reasonably close to the 
original expectations, though the fre- 
quency of surgery during the war has 
been somewhat lower than had been an- 
ticipated, probably due to the current 
shortage of physicians. This shortage 
of doctors, together with the newness of 
the coverage, has obscured the answer 
to the question as to whether or not 
there is any substantial tendency for 
people to clean up accumulated surgical 
needs in the early period of insurance, 
with a resultant lower surgical rate in 
subsequent years. 

Within the last few years several of 
the group-writing companies have begun 
to experiment with broader forms of 
medical care expense coverage, though 
the acute shortage of help to handle the 
technical and administrative problems 
have forced the insurers to proceed 
slowly.. These broader coverages include 
in addition to the surgical reimburse- 
ment benefits a provision for reimburse- 
ment for doctors’ visits in connection 
with non-surgical conditions. Benefits 
are usually at the rate of $2 a visit for 
office and hospital calls, and $3 a visit 
for home calls. Usually no reimburse- 
ment is allowed for the first two or three 


‘visits involved in the treatment of an 


illness or injury. 

While there has been some experi- 
mentation with insuring doctors’ visits 
in connection with non-disabling as well 
as with disabling illnesses, most con- 
tracts provide benefits only during a 
period of disability. Benefits are al- 
lowed up to a limit equivalent of about 
25 doctors’ visits incident to the treat- 
ment of any one disease or injury. A 
typical contract also limits the benefit 
to reimbursement for one visit a day 
and eliminates duplication with work- 
men’s compensation insurance. 

While there are several hundred thou- 
sand employes currently insured under 
this broader form of coverage, the ac- 
cumulated volume of experience is rela- 
tively small. A large proportion of 


those covered is in war industries, which 
cannot be selective in hiring and have 
not developed well seasoned personnel 
departments. 


Experience has been 


Buckeye Union Names 
Four New Officers 


COLUMBUS—Buckeye Union Casu- 
alty and Buckeye Union Fire announced 
the election of four new officers. S. W. 
Schellenger, sales promotion manager, 


has been made superintendent of agen- — 





S. W. SCHELLENGER 


cies for both companies; James R. 
McGarry, central Ohio production man- 
ager, has been elected assistant secre- 
tary of the casualty company; Clark L. 
Coffman of Dublin has been named 
cashier of Buckeye Union Fire and 
J. Harry Beider, manager of the Akron 
branch, has been named a resident vice- 
president. 

Mr. Schellenger became associated 
with Buckeye Union in 1930 and Mr. 
McGarry has been associated with the 
companies since 1939. 





Award Housing Project Cover 
BIRMINGHAM, ALA. — American 
Automobile has been awarded the three- 
year liability and property damage in- 
surance on five housing projects in Bir- 


mingham. It will be written through the | 


Wilkerson Agency, providing a top of 
$50,000 and $150,000 on each of four of 
the projects and $50,000 and $100,000 on 
the fifth. The business was formerly 
carried by U. S. F. & G. 





Medical Care Plan at Toledo 


In addition to the prepaid medical care 
plan that is being offered in Rockford, 
Ill., and Winnebago county by North 
American Accident, in cooperation with 
the medical society, one of the multiple 
line casualty companies is conducting a 
similar experiment at Toledo. 
not prepared, however, to introduce the 
scheme elsewhere. 


— 








spotty and relatively little is known 
about the practicability of the coverage. 
Mr. Milliman said, however, 








— 
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It is | 


that it is | 


safe to say that more of this broader | 
coverage will be written and that there | 


will be cautious experimentation with 
more liberal plans of medical reimburse- 
ment insurance. 


Mr. Milliman pointed out that insur- | 


ance is a plan for sharing risks, an 

hence cannot be regarded as a device for 
shifting burdens from a group who need 
benefits to another group who can better 
afford to pay the costs of those benefits. 
It cannot be a means of caring for the 
indigent but only for those who can af- 
ford the average price for the care they 
will demand under an insured plan. 
However, there is no _ inconsistency 
about having an employer pay part of 
the costs. 

Mr. Milliman mentioned some of the 
possible abuses under broader plans, 
such as the possibility that x-rays and 
other expensive diagnostic measures 
would be used more freely if cost to the 
patient need not be considered. 
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Ques LIONS THAT ARE BEING ANSWERED FOR ... 


25 million readers of AMERICAN HOME, 
SATURDAY EVENING POST and TIME and 


5 million listeners of CEDRIC FOSTER 


radio news commentator 
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si BE THE MAN WITH THE PLAN IN YOUR COMMUNITY 


The advantages created by the use of The Employers’ Group Analysis Plan, 
by national magazine advertising, direct mail sales programs, and coast-to-coast 
ig a broadcasts every Sunday evening at 9:30, E.W.T., may be yours. Why not 
a get the details now? 
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et The Employers’ Group 


INSURANCE 
Surety and Fidelity Bonds— Fire and Casualty Insurance 


THE EMPLOYERS’ LIABILITY ASSURANCE CORP., LTD. 
THE EMPLOYERS’ FIRE INSURANCE Co. 
AMERICAN EMPLOYERS’ INSURANCE CO. 


One Liberty Square, Boston 7, Mass. 





(at | THE EMPLOYERS’ GROUP MAN IS THE MAN WITH THE PLAN 











This is the year when America’s effort and sacrifice are due to be rewarded. This 
is the year in which we must face new and greater responsibilities to the public 
and to men and women returning from the Wars. 


In the Insurance Business, our biggest privilege will be to employ as many 
returning service men and women and disabled veterans as possible. 


K b r - That means: accent on Production! 


* * * * 


1945 is the 25th Anniversary Year of Indemnity Insurance Company of North 
AM ERI C A America. There is no better way to observe this occasion than by devoting all 
our efforts to emphasizing the tremendous opportunities for Agents which 
now exist; the improved policies now available; new methods of production, 


BUSY and the service that Agents can render to the public and to the Nation. 
> 2S 


‘ The prosperity of our Nation depends on doing something to make jobs, not waiting! 


North America’s objectives, therefore, might well become the objectives of 
Agents everywhere: 


1. To give jobs to returning service men and women and especially 
to those disabled in the service of our country. 
2. To increase production. 
3. To render better service to the public by cutting down uninsured losses. 
We invite the Agents and Brokers of America to adopt this platform for 194V. 
Let us all lend our efforts in'the direction of increased business and more jobs. 


If we do this, we will reach new heights of service and usefulness in 194V— 
our Year of Victory! 


President 


INSURANCE COMPANY OF 


NORTH AMERICA 


PROTECT 
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INSURANCE COMPANY OF NORTH AMERICA INDEMNITY INSURANCE COMPANY OF NORTH AMERICA 
THE ALLIANCE INSURANCE COMPANY OF PHILADELPHIA NATIONAL SECURITY INSURANCE COMPANY 
CENTRAL INSURANCE COMPANY OF BALTIMORE PHILADELPHIA FIRE AND MARINE INSURANCE COMPANY 





KEEP AMERICA BUSY—GIVE A RETURNED VETERAN A JOB! 














